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AND | SEZ TO HIM— [— 
| Sez— There's No 
Better Way To 
Splice Drop, Bridle 
and Inside Wires 
Than 
Nicopress” 


There's no better judge of the best way 
to do any job than the experienced man 
who does the work. 














Experienced workmen who have used Nicopress for splicing 
Drop, Bridle or Inside wires are "strong" for this fast, trouble 
eliminating method of splicing. They know how much it 
simplifies the work . . . how neat, strong and tight the joints 
are . . . and how all fuss and muss 

are eliminated. 


MAKING 
THE 
SPLICE 
Nicopress is certainly unsurpassed for 
Splicing Drop-Bridle and Inside Wires. 


ORDER FROM YOUR JOBBER DROP, BRIDLE AND INSIDE 
WIRE SLEEVES 


5100 SUPERIOR AVENUE + CLEVELAND 3, OHIO 


Canadian Manufacturer —N. Slater Company, Ltd., Hamilton, Ontario, Canada 


Export Distributor—INTERNATIONAL STANDARD ELECTRIC CORP., NEW YORK, N.Y 





MAKE IT A NATIONAL MTJlicopress SPLICE. 
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Specialists 
in all Types 


Telephone Wire 


Drop — Duct — Tree 
Inside —Bridle—Jumper 
Also 


“Plastite’ Insulation 
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WHITNEY BLAKE CO. 


NEW HAVEN, CONN. 


Distributed by Grayber 
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Make Full Use of These and Other Kellogg 


Contributions to Independent Telephone Men 


Now that the pattern of Victory is becoming clearer, it is up to all of us as good 
Americans to continue the work which has brought this Nation so far in so short a time. 
It is up to telephone men to extend the fine record they have established —a stirring 
record of providing efficient telephone service and keeping vital lines open for the urgent 
business of war, in spite of difficult material and personnel shortages. 


We at Kellogg, in addition to maintaining day-and-night production of military 
communication equipment, pledge ourselves to continue giving you all possible assist- 
ance. To that end our field representatives and the personnel of the home office and 
branch houses are constantly putting THEIR heads together on YOUR problems. Some 
of the results are shown here. These services, each developed to meet a specific need, 
are evidence of Kellogg’s desire to help you in every possible way. You can be sure 
that during the months ahead, Kellogg will continue to be of the greatest assistance to you 












in your fight to maintain efficient service. 


Latest Addition 


. to the list of Kellogg aids is "Your Telephone Speaks," a miniature 
personal phone directory for your subscribers. Available with your com- 
pany name printed on the front, at a cost not exceeding one cent each! 
Urges subscribers to aid the war effort by eliminating breakage of 
telephone instruments through careful and thoughtful handling. Ask your 
Kellogg representative for a sample, or write for one. 


Right Down Your Alley 


. is the Kellogg Surplus Inventory Service, to help you buy or sell 
surplus equipment. If you need materials, Kellogg can give you names of 
companies which have surplus supplies for sale. If you have equipment 
to sell, Kellogg may be able to use it for rebuilding purposes. 


Striking a New Note 


. is Kellogg's Rebuilding and Repair Service. Thousands of companies 
during the past year received the new, complete Kellogg Rebuilding 
Catalog, giving all details on the kind of work you want... and the 
quality that's backed by a written guarantee! 


N 


SO WELL APPEARS ON THESE AND MANY OTHER 


First in the Field 


. . with a campaign that emphasizes the essential services performed 
by loyal telephone workers. This program was initiated in telephone trade 
journals and is currently being extended in the form of colorful, dramatic 
posters furnished free to all Independent telephone companies. Four and 
eight-column newspaper advertising mats of these posters are now 
available at 50 cents and a dollar each. 


Have You Used -It? 


. Kellogg's new Outside Plant Engineering Service is offered to 
telephone men who want expert counsel on problems connected with the 
engineering, construction and maintenance of outside plant. These extra, 
specialized “brains are available to you. 


Still Going Strong 


. are these Kellogg Services: personal advice of technically trained 
Field Representatives on problems involving assistance on planning, in- 
stalling and financing of essential telephone and switchboard projects 

. Assistance on Practical Maintenance Practices . . . Kellogg Priorities 
Service to help you secure materials and supplies you urgently need, etc. 


SWITCHBOARD 


& SUPPLY CO. 
6650 So. Cicero Avenue 
CHICAGO 38, ILL. 
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HE recurrent fallacy that the 
Tioungest child of a large family is 

likely to be a little “tetched” in the 
head or something like that, is shown 
to be false not only in biological theory 
put historical fact. On the contrary, 
given a basically sound stock, to begin 
with, the “peewee” kid brother or 
sister is almost compelled to have a 
little extra on the ball, to survive in 
the face of such heavy competition 
around the tribal hearth. 

In families of modest means, the 
“peewee” is the low-man on the totem 
pole of family life. He is last to get 
the tattered hand-me-down garments. 
Even in the upper-bracket establish- 
ments, the “peewee” is generally a sheer 
afterthought in matters of education 
and finance. There are relatively few 
records of a “peewee” ever becoming 
a spoiled child. Often he has to exer- 
cise exceptional cunning and enterprise 
to eat well and regularly at a family 
table dominated by bigger brothers 
and sisters. 

The history of such competent gents 
as Aristotle, Benjamin Franklin, Fred- 
erick the Great, the biblical Israelite 
hero, Joseph, and dozens of other first- 
class performers on the stage of life 
shows that the end man in the family 
minstrel show is not necessarily a 
clown. All of which brings us to our 
object lesson for today, Charles Fred- 
erick Mason, recently elected president 
of the United States Independent Tele- 
phone Association and veteran chief 
executive of the largest single Inde- 
pendent operating telephone company 
in the United States. Like Benjamin 
Franklin, Charles Mason started out 
in life as the youngest son of a family 
of sixteen.* 

All this happened 61 years ago—to 
be exact, on August 8, 1882—<in the 
little town of Leamington, Warwick- 
shire, England. The spot is in the in- 
dustrial center of Britain, not far from 
Birmingham or devastated Coventry, 
and diagonally across the Avon River 
from the birthplace of Shapespeare at 
Stratford. Similar events had hap- 
pened with such regularity in the 
Mason family that the good people of 
Leamington were not inclined to attach 
too much significance to the event. In 
fact, Father Mason seems to have re- 
garded the new arrival as something 
in the nature of an anti-climax. At 
any rate, in an early conference with 
the young Charles Frederick, Father 
Mason told his son politely that he 
(Charles) was exactly what he (Daddy 
Mason) had always been striving for 
so there seemed no further point in 
continuing efforts along the same line. 

*Editor’s Note: If you are looking for an 
argument on the other side of this ‘‘peewee”’ 
issue, consider the sad case of the Washing- 


ton correspondent himself, youngest of a 
family of 10. 
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By FRANCIS X. WELCH 
“TELEPHONY's" Washington Correspondent 


At the age of six, our hero, Charles 
Frederick, decided to shake from his 
feet the dust of the Old World. He 
came to New York and started his edu- 
cation at the Manhattan public schools. 
In his quest for the secret of success 
in the New World, young Mason came 
upon an early dilemma. According to 
the traditional Horatio Alger formula, 
the best way to get ahead is to start 
out as a poor boy in New York City 


(preferably in some modest job such 
as bootblack or chimney sweep) and 
work hard and honestly until you have 
acquired your first million and chronic 
dyspepsia. 

It was about the same time, how- 
ever, that the famous New York editor, 
Horace Greeley, gave his historic ad- 
vice to Grover Cleveland with his cele- 
brated admonition to “Go West, young 
man, go West.” [Editor’s Note: Cleve- 
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land did go West—to Buffalo, N. Y., 
where he became sheriff and worked 
up to President. ] 

Young Mason decided to take no 
chances. He did both. At the age of 
15 he accepted a position as messenger 
boy in the New York City office of 
Postal Telegraph & Cable Co. Ten 
years later he carried out Greeley’s 
injunction by going as far west as he 
could go, without making his hat float 
in the Pacific Ocean. But let’s not get 
ahead of our story. 

The saga of Charlie Mason would 
not be complete without the Horatio 
Alger incident which eventually, and 
somewhat accidentally, led to his early 
transfer from the telegraph to the tele- 
phone business. Messenger Boy Mason 
decided that the way for a Postal Tele- 
graph messenger boy to get ahead was 
to learn to be an operator. So he ap- 
plied himself to the mastery of the 
Morse Code. And just to have a second 
shot for his gun, he also mastered 
shorthand. 

But even at that early age, Mason 
had acquired a businessman’s instinct 
for thrift. He sensed that during his 
tiresome, solitary study of Morse and 
Pittman (that was before the era of 
Gregg), a valuable by-product was 
going to waste—a by-product which he 
might exploit for personal profit. As 
he scanned the waiting benches filled 
by his fellow messengers, wasting their 
time and pennies pitching cards in a 
hat, etc., he thought how he might 
make better use of their time and 
(more to the point) their pennies. 


And so was born the Mason Training 
School for Morse, with unofficial quar- 
ters in the offices of the Postal Tele- 
graph company—after business hours. 
Mason had inveigled his wire chief into 
rigging up a circuit around the various 
executive offices. The wire was incon- 
spicuously placed and the telegraph 
keys kept out of sight during the day. 
When the bosses went home, however, 
young Charlie Mason assembled his 
class of messengers. He placed a stu- 
dent with a key in each office. He got 
25 cents from each student per lesson. 
The lesson consisted of explanatory 
theory, plus practice in sending mess- 
ages back and forth. Mason stayed far 
enough ahead of his own class to keep 
the quarters rolling in and everybody 
satisfied until— 


Late one evening the boss (vice 
president) had occasion to return to 
his office. When he opened the outer 
door he became alarmed at the sounds 
he heard. Instead of the modest rou- 
tine of late evening traffic of that era, 
he heard telegraph keys chattering like 
mad all over the place. What had hap- 


pened? Had war suddenly been de- 
clared? Had some great catastrophe 
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such as the Chicago fire occurred? 
What could possibly explain all this 
traffic at such an unseemly hour? 


The boss hotfooted into his own 
office and there, to his astonishment, he 
found a small boy at his own execu- 
tive desk pounding away on a tele- 
graph key. When young Charlie looked 
up and saw himself impaled by the 
fierce gaze of the old man himself, he 
said not a word but reached for his 
hat. 

“Since when have operations been 
transferred to the executive office, 
with a midget at the key?” said the 
boss, or words to that effect. 

Young Charlie told him frankly what 
the score was. The boss was further 
amazed when he went around peeking 
in the other executive offices to find 
a “midget” in each one of them, con- 
centrating on the mystery of Morse. 
In short, the old man got quite a kick 
out of it. And while the Mason Train- 
ing School thus came to an untimely 
end, the next morning Mason was 
transferred to the office of the boss at 
the latter’s request. 


It was in 1907 that this same boss 
was offered a position by the late Presi- 
dent Vail of the American Telephone 
& Telegraph Co. to go out to San 
Francisco as the vice president and 
general manager of the Bell interests 
on the Pacific Coast. By this time 
Mason was so indispensable that the 
boss, realizing he couldn’t possibly 
handle the new assignment without 
Mason, invited the latter to go along. 
That’s the way it looked to Mason any- 
how. 

About that time, the newspapers were 
filled with stories about the great San 
Francisco fire. (Always be careful to 
use the word “fire” not “earthquake” 
when you speak about this painful in- 
cident to any Californian, especially 
Charlie Mason.) Most of the San 
Franciscans were living around in 
tents, and to a 25-year-old youth, who 
had spent most of his life in the effete 
eastern enviroment of New York City, 
the prospect must have been dismal, if 
not positively uncivilized. 

But Charlie Mason had unshakable 
confidence in the future of the tele- 
phone business even if, at the moment, 
he might have had some passing doubts 
about the future of San Francisco. He 
started in as superintendent of Leased 
Telegraph Lines. 

Mason held this position for several 
years, meantime becoming an Ameri- 
can in law as well as in fact by taking 
oath as a United States citizen in 1910. 
One day word came West that the Bell 
System was introducing something new 
—known as “Commercial Survey and 
Station Development Forecasting.” 
Pacific Coast officials looked at each 


other and scratched their heads at these 
strange tidings. Since nobody in that 
area seemed to know the slightest thing 
about the new technique, it was decided 
to put Charlie Mason in charge of the 
work with the title of general commer- 
cial manager. Admittedly, Charlie 
didn’t know anything about it either. 
But he was like the chorus girl who 
was asked by a casting director if she 
could play a violin. ‘‘I dunno,” she re- 
plied brightly, ‘‘I’ve never tried it!” 
The theory of the commercial! sur- 
vey is to anticipate plant and distribu- 
tion requirements, as well as future 
central station capacity demand, by 
walking up and down the various city 
blocks and counting the number and 
size of houses and estimating (by their 
apparent value) the prospective tele- 
phone business likely to develop. On 
the basis of this information, the plant 
engineer knows about what caliber of 
equipment to install in the 
streets and central stations. 


various 


This seems plausible enough for an 
established city which has a steady 
growth and in which the shadows of 
coming events are pretty plainly fore- 
cast in terms of neighborhood trends 
and so forth. But in a city such as 
San Francisco, which had been vir- 
tually burned to the ground and where 
every neighborhood started from 
scratch, so to speak, commercial survey 
work was very often something like 
betting on the horses at a race track. 

It was in this difficult spot that Char- 
lie Mason first made his real contribu- 
tion to telephone industrial develop- 
ment on the West Coast and won his 
reputation as a shrewd operator. His 
associates have remarked that Mason 
could have made a fortune many times 
over as a real estate man if he had not 
been so preoccupied in mousing around 
with the telephone business, which— 
during those struggling years — was 
more promising than fruitful. 

After the commercial survey busi- 
ness had been pretty well whipped into 
shape, Mason was made division man- 
ager in charge of the southern division 
of Pacific Telephone & Telegraph Co. 
This division, based in Los Angeles, ex- 
tended from Pasa Robles all the way 
down to the Mexican line, and included 
some pretty wild and wooly territory. 
Mason didn’t exactly make the rounds 
of his division in a stage coach. (After 
all, this was after 1910 and California 
had come to know the automobile even 
if it did not have too many good 
roads.) But there were times when any 
smart business executive felt a lot 
easier traveling through the Imperial 
Valley country with a well-oiled six 
shooter in a fairly handy place. 

' It was in 1924, that Mason finally 
passed over from the Bell System to 
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the Independent telephone industry. 
Needless to say, he had grown to like 
the Bell people and the Bell people had 
grown to like him. But at heart Mason 
was always an operating man, and 
every real operating man has a dream 
somewhere in the back of his head 
that he would like to have property 
of his own to operate—some place, 
some day. 


Mason saw his opportunity in the 
Los Angeles coastal suburban city of 
Santa Monica. He formed a syndicate 
of Los Angeles businessmen and pur- 
chased the old Santa Monica Bay Tele- 
phone Co. and the Rodendo Home Tele- 
phone Co., two Independent companies 
operating along the coastal area. With 
Mason at the helm, these rapidly be- 
came a strongly integrated property. 
The process of integration was further 
augmented in 1929 when Associated 
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When despair and depression threaten to engulf an individual, when some 
sorrow has thrown a shadow, what occasion can bring the joy, hope and inspiration of Christmas? 

The eager anticipation of children as Christmas Eve draws near and the pleasure of decorating 
the home with holly and pine cones should not be lost this year, even though the festivity may be 
curtailed because of war restrictions and absent loved ones. The symbol of Christmas can be cherished, 
no matter what the hardship, and now is a time when everyone needs the stability and promise attached 
to that day and to things that endure. 


There will be yearning in the hearts of our men overseas for the festive, gay days of Christmas 
at home—but with characteristic American courage they will fight on for the ideals and security of our 
nation. To many fighting men who have learned the comfort and inner peace of a Guiding Spirit, Christ- 
mas this year will represent intangible things, rather than gifts gaily wrapped in colorful paper and ribbon. 

Some remarkable incidents of life-saving in this war match the miracles of Bible days, giving a 
new meaning to religion. While the majority of men went into war well fortified with a strong spiritual 
faith, many of them lacked such inner stability—yet this Christmas will find them conscious of a 
new feeling that there is a Supreme Being. 


The renewed religious faith of many fighting men and the miracles of the war, revealed through 
men on the battlefronts in letters, newspapers and 
fruitfully on the bomefront, and churches throughout the world are witnessing a return to religion 
that seems to be developing from a ripple into a powerful wave of surging faith and hope. 
It means more this year than ever before, and it will be in the thoughts 
of our fighting men although they are far from home and deep in war activities. 
them added comfort to know that Christmas was not overlooked back home, that the things symbolizing 
Christmas in peacetime America are being preserved for their return, that the festivities endearing 
home and the Holiday Season to them were not dispensed with entirely. 

The festive things we enjoy are merely symbolic of the gifts laid at the feet of the Christ Child 
at his birth and embody our affection and esteem. And so we pause in our holiday preparations to 
reflect on what Christmas means, the hope it offers to mankind, the comfort of 


In extending this Christmas message to friends and readers, TELEPHONY expresses best wishes 
for the personal welfare and happiness of each of you, and faces the New Year with high hope for 
an early Victory and a lasting peace. 
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Telephone Co., Ltd., was formed to 
take over the Santa Monica-Rodendo 
properties, together with other south- 
ern California Independents. Mason 
was first made vice president and gen- 
eral manager, later executive vice 
president, and finally president of the 
Associated company. 

Today, this company is the largest 
operating Independent telephone com- 
pany in the United States, both on the 
basis of annual revenues and the num- 
ber of stations served. (Close behind 
and in second place is the Rochester 
[N. Y.] Telephone Corp.) The Associ- 
ated company serves 179,000 stations; 
its book investment as of 1942 was 
$29,000,000. 

In addition to his operating functions 
as the head of Associated, Mason has 
become an important executive of the 
General Telephone System which is 


Many a hidden heartache may cause someone to turn 
away from the festivities of the holidays, yet that is just when we need the cheer and warmth 


The bright star of Christmas carries a deep significance; it 
radiates faith in the future and brings a reassurance that right will assert itself as the cloud of war 
is dispelled in a closer approach to peace than is evident in the war so far. 


Many who underwent hardships and experienced amazing 
escapes f leath bec imbued with : jly-acquired f religi and faith in Providence 
escapes from death came imbued with a newly-acquired sense of religion and faith in Providence. 





penne neem ne em, | 


HRISTMAS THIS YEAR will not be the joyous occasion in many 
that characterized peacetime Christmases. 


homes throughout the world 


the radio, have rebounded 


Surely it will give 
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the holding company controlling the 
Associated company. First of all, he 
is the “western group manager’ for 
General, which makes him chief execu- 
tive of all General properties west of 
the Mississippi. Specifically, this in- 
cludes some 235,000 stations and $42,- 
000,000 investment in telephone plant 
operations throughout Texas, Okla- 
homa, Kansas, New Mexico, Louisiana, 
Washington, Idaho, and California. 
Secondly, he is vice president and di- 
rector of General Telephone Corp. 
Readers of these pages well know 
by this time that Mason was elected 
president of the United States Inde- 
pendent Telephone Association at its 
annual convention in Chicago last 
October. Prior to that, he had been 
president and director of the California 
Independent Telephone Association for 


(Please turn to page 23) 





ANSWERS TO TECHNICAL TEST 


By B. C. BURDEN 


Engineer 


United States Independent Telephone Association 


the technical test appearing on page 

17 of the December 4 issue of 
TELEPHONY will want to check their re- 
sults against the correct answers which 
are presented below. This multiple- 
choice test may serve perhaps as a 
guide for modern and effective con- 
struction and maintenance. 


T tie technical plant men who took 


(1) Which of the following circuits 
will be easiest to talk through? 

(c) Three miles of 109 iron metal- 
lic circuit is much easier to talk 
through than three miles of cable or 
drop wire, because of the substantially 
lower transmission loss in open wire 
circuits. A 12-inch-spaced 109 iron 
wire circuit has a loss of approximately 
0.3 db per mile as compared to 1.72 db 
for 22-gauge cable and 3.5 db (approx.) 
for No. 18 drop wire. 

(2) A metallic line having ringers 
connected from one side of the line to 
ground is noisy. The best way to cor- 
rect this noise is to: 


(b) Place a gaseous tube in series 
with a ringer which effectively isolates 
the ringer from ground from the stand- 
point of power line frequencies, yet 
permits the higher voltage ringing 
current to ionize the gas in the tube, 
rendering it conductive and permitting 
the ringing current to operate the 
ringer. (Placing a 1 mf condenser 
across the ringer terminals would by- 
pass the ringer current and prevent 
proper operation of the ringer. A % 
mf condenser placed in series with the 
ringer would offer a relatively high im- 
pedance to the low frequency ringing 
currents thus preventing operation of 
the ringer, yet would offer only a small 
impedance to power line frequencies, 
hence would not be effective in reduc- 
ing noise currents.) 

(3) A plug gauge is used to: 

(c) Check the wear on the brass 
surfaces of a plug so that the plug can 
be discarded when the plug area is re- 
duced to the point where unsatisfac- 
tory service would result. 


(4) The dry cells in a local battery 
telephone should be replaced when 
they: 

(a) Show a voltage of not more 
than 0.93 volt with a load of 120 m.a. 
The best test for telephone dry cells is 
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a measurement of cell voltage under 
load conditions. The standard test is 
based on rejecting cells when they 
show less than 0.93 volts at a load of 
about 120 milliamperes. This voltage 
is taken across a single dry cell. Spe- 
cial voltmeters which incorporate a 
fixed resistance (about six ohms) load 
are available. However, merely remov- 
ing the receiver from the hook so that 
current flows through the transmitter 
and then reading cell voltage gives 
reasonably good indication of battery 
conditions. Hundreds of telephone com- 
panies use “short circuit type” amme- 
ters in testing telephone dry cells. This 
is a very misleading method of testing 
cells and in general is quite wasteful, 
hence should not be used. 

(5) A 30-foot pole should normally 
be set in the ground: 

(c) Five and one-half feet in ordi- 
nary earth. 

(6) Wood brackets should 
tached to poles with: 

(c) One 30 d and one 60 d nail for 
attaching brackets (standard specifica- 
tions). Some companies use one 30 d 
and one 40 d penny nails where small 
top poles are used to prevent splitting 
of the pole. 

(7) A W. E. Type C-Carrier Sys- 
tem is one giving: 


be at- 


(a) Three channels. 


(8) A guy will hold more with a 
lead-height ratio of : 


(b) 2/1. The lead-height ratio of a 
guy refers to the distance the anchor 
is located out from the base of the pole 
and with respect to the height of the 
guy on the pole. The lead-height ratio 
of 2/1 would mean that the anchor was 
twice as far from the pole as the height 
of the attachment from the ground 
line. This would be much better than 
a lead-height ratio of 1/3 which would 
indicate that the anchor was located 
too close to the pole. 

(9) Transpositions in 
telephone lines: 


open wire 

(b) Equalize induced voltages from 
other lines. A transposition in a tele- 
phone line equalizes voltage from other 
lines. That is to say the voltage to 
ground or along the two telephone 
wires is made equal but not reduced by 
the frequent transposing of the tele- 





phone line. This results from the fact 
that the transposition exposes each 
wire of the telephone circuit equally as 
to length with respect to the paralleling 
power or interfering lines. Otherwise, 
the wire nearest the paralleling line 
would have a higher voltage induced 
in it than the wire further away, and 
the difference in the induced voltages 
on the two telephone wires would set 
up a circulating noise current. 

(10) The chief use of a drainage 
coil is to: 

(a) Reduce the induced voltage on 
a telephone line. Drainage coils are 
useful chiefly in reducing induced volt- 
ages on telephone lines due to parallel- 
ing power lines. The high impedance 
of a drainage coil with respect to voice 
currents keeps it from acting as a 
shunt across the line, yet because of 
the mid-tap connection the induced 
power voltages between telephone wires 
and current can set up a power cur- 
rent flow to ground. Inasmuch as this 
drained power current must flow 
through the relatively high impedance 
capacitance coupling between power 
and telephone wires a substantial volt- 
age drop results so that the net volt- 
age left on the telephone lines is re- 
duced to a small or negligible amount. 

(11) The most commonly-used sizes 
of drop, iron and copper line wire and 
cable messenger are, respectively: 

(a) 17 B&S drop, No. 12 BWG iron, 
No. 12 NBS copper, and 6000 Ib. 
strand are the most commonly used 
items in the telephone outside plant. 

(12) The only testing instrument 
that is capable of locating a 50,000 
ohm ground fault and cable accurately 
is a: 

(c) Wheatstone Bridge. Only a 
Wheatstone Bridge is able to locate 
high resistance current faults on cable 
accurately. This is due to the fact that 
the resistance of the fault does not 
(within certain limits) affect the ac- 
curacy of the test. 

(18) The cut-off relay commonly 
found in most manual C.B. boards is 
used to: 


(a) Disconnect the line relay from 
the subscriber’s line when a plug is 
inserted in the subscriber’s jack. The 


(Please turn to page 24) 
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N HIS speech at the Virginia con- 
| vention, Wesley M. Angle, president 

of the Stromberg-Carlson Co., stated 
that he issues a monthly letter to all 
their men in the armed services. Many 
of these men are now on communica- 
tion work in the services and welcome 
information on the activities of the 
company they worked for in civilian 
life. This is certainly a _ splendid 
method for a company to keep in touch 
with its personnel in the service. 


* * * 


We often wonder if the telephone in- 
dustry has taken proper advantage of 
the “Training Within Industry” pro- 
gram sponsored by the War Manpower 
Commission? This training consists of 
job instructor training, job relations 
training and job methods training. 

While it may be true that these 
courses were designed primarily for 
factory workers, they are applicable to 
telephone work and will prove of valu- 
able help to all supervisors, either oper- 
ator or lineman. Now that manpower 
is scarce we should take every advan- 
tage of what is left in order that it 
may produce as much as possible. 


* * * 


We have a letter from M. A. Os- 
borne, plant superintendent of the 
telephone division of the Western Light 
& Telephone Co., Kansas City, Kan., in 
which he outlines his method of con- 
serving copper wire. Mr. Osborne 
states in part as follows: 


“We are using junked No. 17 bronze 
drop wire as a substitute for No. 14 
rubber covered for substation arrester 
ground wire. Assuming the conductivity 
of one No. 14 copper wire as being 100 
per cent and allowing that bronze is 
only 85 per cent conductivity, we find 
that four No. 17 bronze wires have 
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well over the equivalent of one No. 14 
so far as conductivity is concerned. 
“In order to make a neat job with 
this improvised arrangement, the old 
twisted pair may be braided together 
forming the appearance of one four- 


standed conductor. The insulation is 
left on the wires from the arrester to 
the ground rod. The splice is made to 
the .104 copper ground rod tail by the 
use of a Nicopress No. 1-102D sleeve. 
The four No. 17 wires after being 
properly cleaned, and without twist- 
ing, are inserted in the splicing sleeve. 
The metals are in close electro-chemical 
scale, and by finishing the splice with 
rubber and friction tape no corrosion 
difficulties may be expected.” 


This is considered a very good idea 
and in tune with the times. 


* * * 


Recently we reviewed a suggestion 
for an anchor substitute which was 
constructed of plywood and quite elab- 
orate in design. While this had many 
good features it was not as good 
as the regular anchor and would prove 
more difficult to manufacture. Neither 
did it save critical material to any 





A forward radio station during Italian cam- 
paign of Fifth Army. 





extent. When one attempts to re- 
design an article for wartime use, he 
should consider carefully the material 
to be saved, the ease of manufacture, 
and its use. If a considerable saving 
cannot be realized, then the desirability 
of a change is doubtful. 


* * * 


While recently inspecting an Army 
installation, I picked up a pair of 
climbers to note their manufacture. A 
particularly officious second lieutenant, 
who was acting as guide, said: “Sir, 
those are known as climbers and are 
strapped on men’s feet for use in climb- 
ing poles.” I thanked him and could 
have told him that I used a pair of 
similar climbers to earn my living 
many years prior to his birth. 


* * * 


At the Virginia state telephone con- 
vention, I enjoyed a pleasant visit with 


Oliver Martin, editor of the Chesa- 
peake & Potomac Telephone Co.’s 
magazine, “The Transmitter.” One of 


the many things he and I have in com- 


mon is that we both live in Falls 
Church, Va. 
«x * _s 
Lew Birdsall, engineer with the 


Plant Engineering Agency, Office of 
the Chief Signal Officer in Philadel- 
phia and formerly an engineer with 
the Automatic Electric Co. in Chicago, 
has resigned to accept a commission in 
the Navy. Before he left we were for- 
tunate in getting him to write an ar- 
ticle on the use of radio links in wire 
telephone circuits, a development on 
which he has expended considerable 
effort. We expect to print this article 
in TELEPHONY sometime in the near 
future. 








ALABAMANS DISCUSS 
POST-WAR PLANS 


LANS for rehabilitation and con- 

version of telephone plants for the 

post-war period should go forward, 
stated H. W. Vaughan, president of the 
Alabama Independent Telephone Asso- 
ciation, in an address before that 
group’s annual convention in Montgom- 
ery, Ala., on November 15 and 16. He 
believes such plans are advisable, even 
though it is likely that a large portion 
of telephone equipment manufactured 
in the United States for a year or more 
after the war will be sent to European 
countries to replace telephone systems 
that have been destroyed by the war. 





H. W. VAUGHAN (left), Florala, Ala., retiring 





president of Alab tion, congratulates 
President-Elect MINOR CORMAN, Atmore. 


“If taxes are not increased to such an 
extent as to cause business to be re- 
tarded, it is quite likely that our indus- 
try will have the greatest peacetime de- 
mand for service placed upon it,” de- 
clared Mr. Vaughan. “In view of this, 
it is very important that we have a defi- 
nite plan set up. No doubt the demand 
for more modern telephone service will 
be in order from the public. 

“It is my sincere belief that modern- 
ization of our plants, together with 
proper sales and educational programs, 
will pay our industry good dividends. 
.. . We can go even so far at present 
as to engineer certain projects or con- 
versions and to be ready to place orders 
for equipment when it becomes avail- 
able.” 

Referring to the proposed increased 
federal taxes on telephones, Mr. 
Vaughan stated: “We in the industry 
should do everything possible to have 
telephone service taken from the luxury 
class and placed in the essential classi- 
fication. In this country, the telephone 
has been accepted by the public as an 
everyday necessity which can be af- 
forded by either the wealthy or ordi- 


12 


nary people. If much heavier taxes are 
to be imposed on telephone service, it 
may very well lead to the telephone 
being viewed a service available only 
to the more wealthy people, in which 
case its usefulness would be curtailed. 
That is very much the situation 
throughout most all other countries in 
the world.” 

The convention passed a resolution 
opposing the proposed increase of ex- 
cise taxes from 10 to 15 per cent on 
local service and from 20 to 25 per cent 
on long distance service, and a copy 
was telegraphed to each senator and 
congressman from Alabama. 

Minor Corman, Atmore, owner of the 
Atmore Telephone Co., was elected 
president of the Alabama association 
succeeding Mr. Vaughan of Fayette 
who had served as president for the 
past two years. Wasson Harmon, Pell 
City, was re-elected vice president; O. 
N. Cox, Cookeville, Tenn., and W. H. 
Vaughan, Florala, were elected new 
vice presidents and J. J. Beverly, Troy, 
was re-elected secretary-treasurer. 

Directors re-elected were: G. R. Mc- 
Kelvey, Dothan; P. G. Mathis, Elba; 
J. A. Miller, Jr., Fruitdale; R. C. Corr, 
Oneonta. New directors elected were 
G. A. Crenshaw, Greenville; B. H. 
Stallworth, Monroeville; H. W. 
Vaughan, Fayette; Fox Henderson, 
Dothan, and Jas. N. Cox, Jr., Fayette. 

The streamlined war program was 





CARL D. BROREIN, Tampa, Fia., and Washing- 
ton, D. C., addressed the recent Alabama 
convention. 


arranged so that the principal speakers 
and topics were included in the first 
day’s sessions, while the second day 
allowed the morning for individual 
problems and matters to be discussed 


informally among the visiting telephone 
men. Representatives of manufacturers 
were on hand to talk over equipment 
matters with the telephone men. 

“The War and Post-War Status of 
the Independent Telephone Industry” 
was the subject discussed by Carl DP. 
Brorein, Tampa, Fla., president, Penin- 
sular Telephone Co., and special tele- 
phone advisor to the War Production 
Board’s Office of War Utilities. 

G. R. McKelvey, Dothan, general 
manager of the Standard Telephone & 
Telegraph Co., addressed the conven- 
tion on the subject, “Independent Tele- 
phone Company’s Public Relations 
Problems During Wartime.” 

Gordon Persons, member of the Ala- 
bama Public Service Commission, Mont- 
gomery, presented an 
“Telephone 
time.” 


address on 
Companies During War- 

W. A. Steadman, Birmingham, Ala- 
bama manager for the Southern Bell 
Telephone & Telegraph Co., spoke on 
“Alabama’s Development Responsibili- 
ties.” 

Approximately 70 telephone men and 
women attended the convention, said to 
be one of the largest ever held by the 
association, and considered excellent in 
view of war and travel restrictions. The 
largest list of membership during the 
history of the association was reported 
at the convention, and several new 
members signed up during the meeting. 


Vv 


USITA Represented 
At Wage-Hour Hearings 

The United States Independent Tele- 
phone Association was represented at 
the hearings in New York City, Novem- 
ber 30 and December 1, before the 
Wage -Hour Division of the Depart- 
ment of Labor on the recommendation 
of Industry Committee 69 to accelerate 
the effective date of a 40-cent minimum 
wage. 

Witnesses for the USITA at the 
minimum wage hearings were L. F. 
Shepherd, H. L. Pike, both of Madison, 
Wis., and Executive Vice President 
Clyde S. Bailey. 

The national association filed a state- 
ment of formal objections to the recom- 
mendation of the Industry Committee 
and asked that the matter be referred 
back to the committee or, in the alter- 
native, for the creation of another com- 
mittee. 

Messrs. Shepherd and Pike presented 
various data to show the hardship 
which would be imposed on the small 
exchanges in the Independent industry 
by application of a 40-cent minimum 
wage rate. Mr. Bailey discussed the 
general economic conditions in the In- 
dependent field, the need for a separate 
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classification for Independent com- 
panies as permitted under the Wage- 
Hour Act, and the absence of complete 
evidence to justify the Industry Com- 
mittee’s recommendation. The USITA 
presented a request for permission to 
file briefs and make oral argument not 
earlier than January 15, 1944. 

The association was also represented 
at a second hearing of the Wage-Hour 
Division on December 1, which was 
called to consider amendments to ex- 
isting rules governing employment of 
learners in the Independent industry 
at less than the minimum wage pre- 
scribed by the Wage-Hour Act. 

At that hearing, the USITA was rep- 
resented by John H. Agee, chairman, 
Employment Relations Committee; Mrs. 
Mayme Workman, Springfield, IIL, 
traffic supervisor, Illinois Telephone 
Association, and _ traffic editor of 
TELEPHONY, and Mr. Shepherd. The 
testimony of the USITA representatives 
was directed primarily to show that 
applications for learner certificates 
under existing regulations had been few 
in number because (1) differential in 
pay was too small, (2) the time of the 
learning period was too short, (3) in 
larger offices, the number of learners 
was too limited, (4) there was too much 
trouble in filing applications for the 
small benefits received, and (5) insuffi- 
cient consideration had been given, 
when the regulations were originally 
promulgated, to the percentage relation 
between the learners rate and the pay 
f experienced operators. 


Vv 


Appointed Member of 
Appraisal Board 

John W. Wopat, Fort Wayne (Ind.) 
consulting engineer, recently was 
named a member of a three-man ap- 
praisal board to determine the value 
of telephone properties of the Puerto 
Rico Telephone Co., prior to its sale 
to the government on a bond issue of 
$5,000,000 or more. His appointment 
as a neutral member came from the 
Puerto Rican government and the In- 
ternational Telephone & Telegraph Co. 
following appointment of a government 
and telephone company representative. 


Vv 


Chief Signal Officer Promoted 
By General MacArthur 

General MacArthur’s headquarters in 
the South Pacific recently announced 
the promotion of Brig. Gen. Spencer B. 
Akin to major general. He is General 
MacArthur’s chief signal officer. 

General Akin holds the Distinguished 
Service Cross and the Distinguished 
Service Medal for work in the Philip- 
pines, and the Silver Star for work 
during the Buna (New Guinea) cam- 
paign. 
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THE LIGHT OF THE WORLD 
STILL SHINES 


By MAYME WORKMAN on 


Traffic Supervisor, The Illinois Telephone Association; Traffic Editor, TELEPHONY 


NCE MORE Christmas approaches and with it brings the hope 
of warmth and light. Christmas again is casting the magic 
of its charm. This year the message of Christmas is a prayer 


for peace and faith, for mutual understanding and tolerance. 


For many Americans this will be the saddest Christmas of their 
lives. For many more it will be the most wistful Christmas they have 
ever known. Probably nobody will have a Christmas like the happy 
ones of yesteryear when loved ones assembled to enjoy the festivities 
of the day. Members of families are separated. Sons and daughters 
are in the service; others are working in war plants at distant places 
and will not be able to come home for the holiday. The war has 


changed our lives making them painfully different from what we 


expected them to be. 


The Star of Bethlehem first shone against a dark night, and the 
Prince of Peace came to an earth torn by war and racial hatreds. 
Like the Star of Bethlehem, a new star is faintly gleaming on the 


horizon, the Star of Peace. It sheds a ray of hope upon all mankind. 


The Christmas spirit of man is reverent, grateful, generous, and 


tolerant. It is the strongest link in his uneven chain of behavior. 
Would that we could capture this Christmas spirit interlude in human 
behavior, which is dedicated to unselfishness, and sustain it through- 
out the year! It would be the answer to a happier world and the 


end of wars for all time. 


The early Christians said of Christ, “He is the light of the world.” 
And they said, “The light is still shining in the darkness, for the 
darkness has never put it out.” 

Undeniably, the world of today is dark. But the light is still 
shining in the darkness—and people are coming to see it. War, which 
down through the ages was universally regarded as periodically in- 
evitable, is coming to be recognized as the result of human attitudes 
and practices that can and must be changed. It is coming to be 


recognized that peace is not merely the absence of war, but the 


presence of justice, freedom and cooperation for the good of all. 


While these are dark and sorrow-filled days for the entire world 
and a weary humanity in very truth sits in darkness, a ray of hope 
is gleaming at Christmas-time and we are comforted in the realization 
that it is indeed true—the Light ef the World Still Shines; the 


darkness cannot put it out. 


On Christmas morning, when we see the Star of Peace faintly 
gleaming in the sky, we may hope for a restoration of our way of life, 
with a feeling of assurance that all the people throughout the world, 
freed from domination and oppression, may once again be able to 
say to one another at this time of year—‘Peace on Earth, Good 


Will toward Men.” 














WISCONSIN LOCALLY 


OWNED GROUP MEETS 


LAIMING it was “one of the best 
C small meetings ever held,” the an- 
nual meeting of the Wisconsin Locally 
Owned Telephone Group was held at 
the Park Hotel in Madison, Wis., on 
November 3 and 4. While it was ex- 
pected that the attendance would be 
small, 57 persons attended the banquet 
on Wednesday evening, November 3. 
The interest shown and the questions 
asked at the conclusion of each number 
on the program indicated that those in 
attendance were there for business, re- 
ports Secretary L. M. Lamkins, Man- 
awa. 

Officers were all re-elected as follows: 
Chairman, J. D. Kratz, Footville; vice 
chairmen, T. H. Sanderson, Portage 
and C. H. Wiswell, Elkhorn; treasurer, 
A. H. Bowden, Almond, and secretary, 
L. M. Lamkins, Manawa. 

Directors re-elected at the meeting 
are: John Welch, Mt. Hope; R. G. Pe- 
terson, Wittenberg; D. E. Peterson, 
Medford; John S. Allen, Milton Junc- 
tion, and Mr. Lamkins. 


Chairman Kratz gave the address of 
welcome at the convention, and then 
called for reports by Secretary Lam- 
kins and Treasurer Bowden. 

A. W. Roloff, U. S. Treasury Depart- 
ment, gave a talk on “Notes on the 
Withholding Tax.” 

“The New Toll Compensation Sched- 
ules of the Wisconsin Telephone Co.” 
was the subject discussed by E. M. 
Blakeslee, Madison, chairman of the 
USITA Toll Compensation Committee. 


The address on “The Advisability of 
Reserving a Fund for Post-War Main- 
tenance” by H. J. O’Leary, chief of the 
rates and research department, Wiscon- 
sin Public Service Commission, was well 
received and provoked much comment. 
Referring to the post-war furnishing 
of telephone service, Mr. O’Leary said: 
“The feeling of social responsibility, 
combined with the basic motive of self- 
interest, should impel you to take all 
necessary precautions to insure your 
ability to render adequate and continu- 
ous telephone service.” 


He expressed his personal opinion 
that “above certain minimum require- 
ments the quality of the service should 
be tailored to the financial and commu- 
nication requirements and desires of 
the subscribers.” 

He discussed the problem of deferred 
and post-war maintenance as associated 
with depreciation practices, property 
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retirements, etc., stating that the funds 
representing deferred retirements 
should be retained in the business to 
meet the heavy post-war drain on funds 
for rehabilitation purposes. 

“T particularly wish to direct your 
attention to some post-war rehabilita- 
tion needs which have already become 
apparent,” continued Mr. O’Leary. “I 
think you will agree that after the war 
it is not going to be possible, or desir- 
able, to continue holding down the 
rapidly increasing demand for more 
modern equipment. As an example, to 
facilitate such changes I suggest that 
you modernize your rate structures by 
the discontinuance of extra charges 
applicable to station equipment.” 

Mr. O’Leary’s excellent address will 
be published in a future issue of 
TELEPHONY. 


Vv 


Son of Telephone Owners 
Dies In Service 

David Burr, Jr., aviation electrician’s 
mate, third class, son of Mr. and Mrs. 
David Burr, owners of the Lake Wash- 
ing Telephone Co. of Kirkland, Wash., 
was killed October 26 in a plane acci- 
dent when his parachute failed to open. 

He had volunteered to go on a for- 
mation flight in which aviation cadets 
were pilots. In some manner, the plane 
in which he was a passenger lost alti- 
tude, went slowly into an inverted spin 
until it crashed. He jumped when the 
plane was 100 to 150 feet from the 
ground, but apparently his parachute 
did not have time to open. 

In a letter of sympathy to Mr. Burr’s 
young wife, Mrs. Elizabeth Jane Burr, 
his commanding officer paid tribute to 
her husband’s faithfulness to duty and 
his great contribution to our country’s 
final victory. 


Vv 


Changes in North Carolina 
Telephone Organization 

Horace N. Kerman, for the past two 
years manager of the Jacksonville (N. 
C.) office of the Carolina Telephone & 
Telegraph Co., recently was transferred 
to the company’s equipment division 
and has been succeeded at Jacksonville 
by Thornton Meeks, who has been serv- 
ing as manager of the company’s in- 
terests at Fayetteville, N. C. 

Mr. Meeks was from Greenville, N. 
C., originally and served the company 






in various capacities before being made 
manager of the Fayetteville office. 
During the past two years, the num- 
ber of employes of the Jacksonville 
office has been increased from four to 
more than 30, a new building has been 
erected and enlarged, and new equip- 
ment has been added to take care of 
the increased number of subscribers 
at Camp Lejeune, nearby Marine base, 
and Camp Davis, nearby Army camp. 


VV 


Telephone Service Now Open 
At Skagway, Alaska 

A letter from Col. W. C. Henry, act- 
ing chief, Communications Engineer- 
ing Branch, Office of the Chief Signal 
Officer, to the United States Independ- 
ent Telephone Association was pub- 
lished in TELEPHONY of November 27, 
p. 28, and related to the opening of com- 
munication facilities along the Alaska 
Military Highway, listing the points 
for which traffic would be accepted. 

The Office of the Chief Signal Officer 
recently stated that communication fa- 
cilities have been extended from White- 
horse, Yukon Territory, and that Skag- 
way should be added to the list already 
given. 


Vv 


Telephone Workers Give 
Toys for Charity 

Although many are busy in their off- 
duty hours with volunteer war activi- 
ties, New York Telephone Co. employes 
in Manhattan and the Bronx are con- 
tinuing their annual Christmas gift 
distribution, which was begun 27 years 
ago, to children in hospitals, institu- 
tions and poor homes in the city. Un- 
able to obtain and dress the usual large 
number of dolls, they are, however, 
supplying more than 1,000 of these toys 
and other playthings. They will be de- 
livered during Christmas week through 
many charitable and church agencies. 

The toys in the present collection 
continue to reflect wartimes. Among the 
dolls dressed by the telephone women 
are aviators, WACS, WAVES or other 
military personnel in uniform. Among 
the toys contributed by men there are 
a host of airplanes, tanks, guns and 
military figures, as well as games. Also 
in the collection are books and elabo- 
rate scrap books, the latter made by re- 
tired employes. 


Vv 


New Treasurer at N. J. Bell 

WALTER F. GRAY, general commer- 
cial engineer, recently was elected 
treasurer of the New Jersey Bell Tele- 
phone Co. to succeed STEPHEN C. ORMS- 
BEE, who has resigned that position, 
effective December 31. Mr. Ormsbee 
will continue as secretary. 
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Million-Dollar Refund Suit 
Stricken from Court Records 

A $1,000,000 recovery suit filed by 
Bert Baxter as a resident of Rockford, 
Ill., against the Illinois Bell Telephone 
Co., was stricken from the docket of 
the Winnebago County Circuit Court 
December 6 by Judge William R. 
Dusher. 

Mr. Baxter had sought to recover 
what he alleged to be an overcharge 
of 25 cents a month for owners of all 
residential telephones in Rockford from 
1920 to 1938 when the rates of resi- 
dential telephones were lowered 25 
cents a month by the Illinois Commerce 
Commission. 


Vv 


Higher Rates for Nebraska 
Company on January 1 

The Nebraska State Railway Com- 
mission on December 7 authorized the 
Diller Telephone Co. to put into effect 
on January 1 the following schedule 
of rates: Where paid on a yearly basis 
in advance during the first month— 
business, gross, $24, and net, $20; resi- 
dence and rural metallic, gross, $21, 
net $17; rural grounded, $19.20 gross, 
and $15.30, net. Where paid on 
monthly basis—business, gross, $2.00, 
net, $1.75; residence and rural net, 
$1.35. 


Business and residence rates are 25 
cents a month in excess of present 
rates, rural metallic, 15 cents, and rural 
grounded, 10 cents. The Office of Price 
Administration was notified of the ap- 
plication, but entered no objections, 
nor did the subscribers. 

The commission finds that the loss 
in operation in 1942 was $81.81 and 
for the first nine months of 1943, 
$232.29, indicating a loss for the year 
of $309.72. The total book value of 


the property was $40,873, but deduct- 
ing depreciation reserve of $25,870 
and making other adjustments of its 
financial structure, the commission finds 
a rate base of $19,749. Applying the 
proposed rate base the company will 
have yearly net earnings of $383.68, 
or 1.94 per cent on that valuation. 
Revenues will be increased by the new 
rates, on the basis of the number of 
stations now in service, by a sum of 
$693.60 for the year. 


Vv 


Commission Denies Application 
In Oklahoma Toll Case 

The Oklahoma Corporation Commis- 
sion on December 3 heard an applica- 
tion of the Oklahoma-Arkansas Tele- 
phone Co. and the Cameron Telephone 
Co., of Fort Smith, Ark., and Poteau, 
Okla., to have the Oklahoma new toll 
compensation order of November 4 set 
aside insofar as it applies to them. 

The commission denied the appli- 
cation after hearing arguments of 
attorneys on both sides, but allowed 
exceptions to permit the companies to 
perfect an appeal to the Oklahoma Su- 
preme Court from the general com- 
pensation order and also from the ac- 
tion denying the application. 

The general order of November 4 
fixed a new basis of intrastate toll com- 
pensation as between the Southwestern 
Bell Telephone Co. and Independent 
telephone companies having exchanges 
connected to the Bell toll lines. [TELEPH- 
ony, Nov. 13, p. 28.] 

G. L. Grant and W. L. Curtis, attor- 
neys for the Oklahoma-Arkansas and 
Cameron telephone companies, argued 
that they had been brought into the 
case without sufficient advance notice 
to permit them to make an investiga- 
tion to determine what basis of toll 
compensation would be best for their 


interests. They also objected to terms 
of the general order which provided 
that the new basis of compensation 
shall apply when any company changes 
ownership or adds new properties. 

John Cantrell, Southwestern Bell 
Telephone Co. attorney for Oklahoma, 
contended that since the general order 
of November 4 permits the Oklahoma- 
Arkansas and Cameron companies to 
continue to operate under the so-called 
“obsolete” or 3c-15%-4c compensation 
basis, their status is exactly the same 
as before the new compensation order 
was issued. 


Mr. Cantrell also pointed out that 
under the terms of the general order 
the Oklahoma-Arkansas and Cameron 
companies have a right at any time 
to file an application for a hearing on a 
new toll compensation case applying to 
them. 

The only end that can be served by 
an order to set aside the general order 
of November 4 and by an appeal to the 
supreme court, would be to bring about 
possible delay in securing final settle- 
ment on the higher compensation basis 
for several hundred connecting tele- 
phone companies in the state, Mr. Can- 
trell said. 

Officials of a number of Independent 
telephone companies were in the com- 
mission court room during the hearing 
ready to present testimony if called 
upon. 
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Proxy Marriages Illegal, 
Telephone Ceremonies Not 

Marriage by proxy in Arkansas is 
illegal, Secretary of State C. G. Hall 
informed Chaplain Richard G. Moore, 
somewhere in the South Pacific area 
December 10 in answer to a unique 
request. 

Mr. Hall received a cablegram from 
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Somewhere in this global war, your boy may be watching the heavens tonight. 
He is reminded of the Star of Bethlehem and is resolWwed that he and his comrades 
will bring us a world ruled by the precepts of the Prince of Peace. We at home 
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Chaplain Moore asking whether such 
a marriage was recognized in the state. 
Informing him that Arkansas’ statutes 
do not, Mr. Hall said, “I assume you 
mean by the term ‘proxy’ that some- 
one else will substitute for one of the 
parties to the marriage.” The secre- 
tary of state added, however, that in 
some instances marriages have been 
performed by telephone. 
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Supplemental Petition Asks 
Still Higher Rates 

The Illinois Central Telephone Co., 
whose headquarters are at Clinton, re- 
cently filed a supplemental petition 
with the Illinois Commerce Commission 
asking for still higher rates than asked 
in the original petition which is now 
pending before the commission. A 
hearing was scheduled to be held De- 
cember 7. 

The company has had pending be- 
fore the commission for the past three 
months a petition seeking an increase 
in the various cities it serves through- 
out the central part of the state. This 
original petition asked for the rate in- 
crease to take care of “expected gen- 
eral wage increases.” 

The supplemental petition sets forth 
that the company has granted certain 
wage and salary increases and the still 
further rate increases are needed to off- 
set these higher wages. The company 
asks that the new rates be based on 
a sliding scale to take care of such 
wage increases in each community. 

The petition asks the commission to 
authorize rates which will yield “a fair, 
adequate and compensatory return” to 
the company. 
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Higher Rates Authorized for 
Blair (Neb.) Company 

The Public Telephone Co. of Blair, 
Neb., has been authorized by the Ne- 
braska State Railway Commission to 
adjust rates on a higher basis at its 
Arnold exchange, effective January 1. 
This permits increasing business rates 
from $1.85 to $2.10, individual resi- 
dence from $1.30 to $1.55, party resi- 
dence from $1.00 to $1.25 where party- 
owned, and from 75 cents to $1.00 
where subscriber-owned. Switching rates 
are increased from 35 cents to 50 cents 
a month. 


The company operates exchanges also 
at Callaway, Ewing, Oconto, Page and 
Stapleton, and is one of the E. C. Hunt 
groups. Increases were asked at Arnold 
because of the low wage schedule, and 
wages could not be raised because reve- 
nues would not permit. Petitions on file 
showed the consent of 175 out of 206 
city subscribers and 120 out of 141 
switched patrons. No objections were 
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made by the Office of Price Administra- 
tion or any patron. 

The commission finds that the prop- 
erty has a book value of $30,707 and a 
depreciation reserve of $10,661. Other 
adjustments result in a rate base valu- 
ation of $20,675. Revenues for the first 
nine months of 1943 of $7,151 repre- 
sented a net of $83.61, or 0.40 per cent. 
The new rates will. increase the net, 
after giving effect to proposed wage in- 
creases, to $183.63, or 0.89 per cent. 
In 1942 the return was 1.47 per cent. 

For the entire company the 1943 re- 
sults under applied rates will be an 
income of $28,836, with a net of $2,491, 
or a return of 3.71 per cent compared 
with 4.70 per cent in 1942. 
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Service at Madrid, Neb. 
To Be Continued 

The uncertainty as to future tele- 
phone service at Madrid and Elsie, 
Neb., recently was lifted, after it ap- 
peared that service would be discon- 
tinued when Roy R. Rohrbacker, owner 
of the Madrid & Elsie Telephone Co., 
stated he no longer would be able to 
keep up the work. The Nebraska State 
Railway Commission now has two ap- 
plicants who want to buy the exchange. 

At a hearing held at Madrid recently, 
Mr. Rohrbacker made a showing in sup- 
port of his request to discontinue serv- 
ice. An agent of E. C. Hunt of Blair, 
who controls the Nebraska Central 
Telephone Co., with headquarters at the 
neighboring town of Grant, offered to 
pay $2,500 for the property, for which 
the owner was asking $3,500 but finally 
agreed to take $2,750. Later, Elmer 
Crisp, who operates an exchange at 
Paxton, made arrangements to pur- 
chase the property at the latter figure. 

On a suggestion from representatives 
of the commission, Mr. Crisp secured 
signatures to a petition consenting to 
the transfer and the increase in rates 
proposed. A few days later another pe- 
tition was presented to the commission 
in which preference was expressed for 
ownership and operation by the com- 
pany at Grant and containing several 
withdrawals from the original petition. 
They also asked that, in any event, no 
increase in rates be given until needed 
improvements were in place. 
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Service Continued at Pearson, 
Okla., Under Lease Plan 

The action of Jessie South, Pearson 
(Okla.) Telephone Exchange, of leas- 
ing her exchange at Pearson, was ap- 
proved by the Oklahoma Corporation 
Commission at a hearing on November 
19. 

Mrs. South previously had been given 
time by the commission to find a pur- 








chaser after she had filed an applica. 
tion to close her exchange. At the hear. 
ing, the commission held that if the 
present lease arrangement should be 
terminated, or the exchange should not 
be kept operating by the owner, sub- 
scribers must be given 30 days’ notice 
so that they might take steps to con- 
tinue the service, if possible. 
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Rate Increase Granted 
Small Rural Company 

The Watson & Gilmore Rural Tele- 
phone Co., which contended it has been 
operating at a deficit, was authorized 
November 26 by the Illinois Commerce 
Commission to increase its annual rates 
from $8 to $12 for 204 rural multi- 
party service customers in 
community. 


Gilmore 


The company also was authorized to 
discontinue furnishing free service to 
subscribers in Effingham, Shumway, 
Farina, Iola, Dieterich and St. Peter. 

The commission dismissed a proposal 
of the St. Libory (Ill.) Telephone Co. 
to increase its rates in St. Libory, St. 
Clair county. The company asked dis- 
missal of its own proposal. 
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Appointed to New Place in 
Oklahoma Commission 

M. E. Searle, assistant telephone en- 
gineer of the Oklahoma Corporation 
Commission, recently was appointed 
assistant engineer in the railroad de- 
partment of the commission. He will 
handle duties formerly performed by 
E. E. Hudson who resigned, effective 
December 1. Mr. Searle will continue 
in his present position, serving as as- 
sistant engineer in both departments. 
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Bell Completing Conversion, 
Delays Higher Rates 

At the request of the Northwestern 
Bell Telephone Co., the Nebraska State 
Railway Commission has extended the 
effective date fixed in the original or- 
der permitting the company to revise 
tariffs at its Pender exchange, upon 
conversion from magneto to dial com- 
mon battery operations. The commis- 
sion will fix a date later for the higher 
rates to become effective. 

The work at Pender is expected to 
be completed early in January, but the 
company does not desire any rate action 
at the present time by the commission 
because of Office of Price Administra- 
tion regulations governing ceilings on 
telephone services. The new construc- 
tion was begun a year ago, but sus- 
pended under WPB Order L-50. As the 
company had 90 per cent of the dial 
equipment on hand, an appeal was made 
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and granted for permission to complete 
the w rk. 

Ninety per cent of the subscribers at 
Pender had agreed to the proposed 
higher rates for dial service, and the 
commission had authorized that they be 
put into effect on the first day of the 
exchange billing period following com- 
pletion of the conversion. 
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Northwestern Bell Adds 
New Service Clause 

The Northwestern Bell Telephone Co. 
recently asked the Nebraska State Rail- 
way Commission for authority to add 
to its general rules and regulations 
applying to telephone service a new 
clause covering “limitation of service 
offered.” It outlines the order in which 
applications for service from various 
classes of subscribers will be completed 
whenever the facilities available are in- 
sufficient to furnish service to all who 
apply. 

First consideration will be given to 
persons and firms that have a priority, 
and then, in the following order: To 


business men already having service 
but changing address; to residences 
having telephones but changing ad- 


dress; to new business; to requests for 
extension of service, and to new resi- 
These follow gen- 
erally the restrictions in the War Pro- 
duction Board Order U-2. 

It is pointed out in the application 
that in the latter part of 1942, to con- 
serve supplies of materials, manufac- 
ture of telephone equipment was dis- 
continued. 


dences. priorities 
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Reynolds (Ind.) Telephone Co. 
Sold to Couple 

The Indiana Public Service Commis- 
sion on October 29 approved the sale 
of the Reynolds Telephone Co., located 
at Reynolds, by Albert and Grace Geier 
to Elwyn and Edith Hankins: Mr. 
Hankins has been employed by Mr. 
Geier for a number of years and is an 
experienced telephone man. 
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Summary of Commission 
Rulings and Hearings 

Federal Communications Commission 

November 30: Granted authority to 
the American Telephone & Telegraph 
Co. to supplement existing facilities 
into Sarasota, Fla. 

November 30: Granted authority to 
American Telephone & Telegraph Co., 
the Ohio Bell Telephone Co., South- 
western Bell Telephone Co., and the In- 
diana Bell Telephone Co. to install and 
operate 14 type “H” carrier systems in 
order to provide emergency private 
line telephone service from Bayway, 
N. J., to Baytown, Tex. (This supple- 
mental application was made in compli- 
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Salvaging all possible material is an 
important factor in winning our battles 
at home — battles against shortages, 
wear, time, and lack of manpower. 

To Independent telephone companies 
it has still further meaning. Thanks to 
Autelco Rebuilding service salvaging 
means you can renew and use that old 
equipment you had slated for the dis 
card. It means, further, that you can 
keep your service standards at peace- 
time levels. 

Here's why: Autelco Rebuilding is a 
unique method of making efficient and 
smart looking telephones and switch- 
boards from old ones. It means much 
more than just repairing; it means re- 
building piece-by-piece—just as equip- 
ment is first assembled at the factory— 
from the ground up. With this treatment, 
Autelco Rebuilt apparatus performs 
like new despite the fact that it uses 
little or no critical material. 

Get further details—find out how sal- 
vaging by the Autelco Rebuilt process 
can help you win your battles against 
equipment shortages 
and wartime mainte- 
nance burdens. 


NOTE: Orders for Autelco 
Rebuilding Service may quali- 
fy for priority rating under 
WPB Maintenance and Re- 
pair Orders. Please ‘include 
priority certification with all 
orders. 
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ance with the condition 
authorization granted November 16.) 
November 30: Granted authority to 
Southern Bell Telephone & Telegraph 
Co. to supplement existing facilities be- 


imposed in 


tween Pensacola, Fla., and Panama 
City, Fla., to provide for a private line 
program service to connect Station 
WDLP in Panama City with a nation- 
wide private line program network at 
Pensacola; estimated cost of this por- 
tion of the project is $22,706, granted 
conditionally. 

December 2: Granted extension of 
special temporary authority to Ameri- 
can Telephone & Telegraph Co. (Long 
Lines Dept.), Lawrenceville, N. J., of 
point-to-point radiotelephone station in 
the fixed public service, using its regu- 
larly licensed equipment, frequencies, 
power and emission, to communicate 
with the Telecommunications Adminis- 
tration of the U.S.S.R. at Moscow; 
authority to continue from December 
1 until further order of the commission, 
but not beyond December 1, 1944. 


Iilinois Commerce Commission 

December 7: Hearing on joint appli- 
cation for approval of proposed sale by 
the Varna Telephone Co., John Mc- 
Cusky, owner, and purchase by the IIli- 
nois Commercial Telephone Co., Spring- 
field, C. R. Brown, vice president and 
general manager, of certain property 
and assets at Varna, and application of 
the Illinois Commercial company for a 
certificate of convenience and necessity 
for authority to operate the Varna com- 
pany. 

December 7: Hearing on application 
of the Shiloh Mutual Telephone Co. for 
an order authorizing the issue of $1,300 
of its promissory note and execution of 
a mortgage securing such note. 


Kansas State Corporation Commission 

November 2: Hearing on complaint 
of the Missouri-Kansas-Texas Railroad 
Co. against the LaHarpe Telephone Co. 
and J. A. McDonald. The case was 
taken under advisement. 


November 2: Hearing continued on 
application of the South Dickinson Mu- 
tual Telephone Co. for authority to 
make certain changes in rates for tele- 
phone service at Navarre. 

November 4: Order issued granting 
application of the Garfield Mutual Tele- 
phone Co. for changes in rates for tele- 
phone service at Garfield. 

November 8: Order issued granting 
application of the Utica Telephone Co. 
for authority to make certain changes 
in rates for telephone service at Utica. 


November 8: Case dismissed at hear- 
ing on application of Silverdale Tele- 
phone Exchange for permission to cease 
operating as a public utility at Silver- 
dale. 

November 12: Application dismissed 
of the Wetmore Telephone Co. for a 
certificate of convenience and authority 
to transact the business of a public 
utility in the state of Kansas, section 
12, T5S, R13E, Nemaha county. 

November 29: Hearing on complaint 
of Leo Olberding against the Farmers 
Telephone Line, No. 25, Seneca, pro- 
testing disconnection of his telephone. 
The case was taken under advisement. 

December 2: Order issued granting 
application of P. J. Leftwich, Hiatt- 
ville Telephone Co., for authority to 
make certain changes in rates for tele- 
phone service at Hiattville. 
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December 2: Order issued granting 
applications of Belmont Telephone Ex- 
change, Albert Warrell as owner, for 
permission to transfer its franchise and 
to cease operating as a public utility 
at Belmont; and of Trenton Stark, Bel- 
mont Telephone Exchange, for certifi- 
cate of convenience and authority to 
transact the business of a public utility 
in the state of Kansas, in Belmont, and 
in territory in Eagle, Allen, Dale and 
Vinity townships. 

December 2: Order issued granting 
applications of C & M Telephone Co. 
for a certificate of convenience and au- 
thority to transact the business of a 
telephone public utility in the state of 
Kansas, Monticello Exchange, and ad- 
jacent territory, and at the Lansing ex- 
change and adjacent territory. 


December 2: Order issued granting 
permission to the Inland Telephone Co. 
to transfer its franchise and to cease 
operating as a public utility telephone 
at the Monticello exchange, Johnson 
county. 


December 2: Order issued granting 
permission to the Lansing Telephone 
Co. to transfer its franchise and to 
cease operating as a public utility tele- 
phone at Lansing. 


December 6: Hearing on applications 
of the Ensign Cooperative Telephone Co. 
for permission to transfer its franchise 
and to cease operating as a_ public 
utility telephone exchange at Ensign; 
and of the Ensign Telephone Co. for 
certificate of convenience and authority 
to transact the business of a public 
utility at Ensign. Both applications 
taken under advisement. 


December 7: Hearing to be continued 
on application of the Leoti Telephone 
Co. for permission to transfer its fran- 
chise and to cease operating as a public 
utility telephone at Leoti in Wichita 
county. 


December 7: Hearing continued on 
application of the Greeley County Tele- 
phone Co. for permission to transfer its 
franchise and to cease operating as a 
public utility telephone at Tribune, 
Greeley county. 


December 7: Hearing to be continued 
on application of Howard E. Puckett 
for a certificate of convenience and au- 
thority to transact the business of a 
telephone public utility at Leoti and 
Tribune, in the state of Kansas. 


December 7: Hearing to be continued 
on application of Howard E. Puckett 
for a certificate relating to the obtain- 
ing of funds for the purchase of tele- 
phone properties in the amount of $22,- 
50 


Nebraska State Railway Commission 

December 6: Application filed by 
Dundy County Telephone Co. of Benkle- 
man, asking authority to add a charge 
of $1.00 a month to its present joint- 
user rate, increasing it to $3.25 a 
month. 


December 7: Application filed by 
Lincoln Telephone & Telegraph Co. for 
authority to revise its general exchange 
tariff by altering the regulations cover- 
ing telephone instruments used in con- 
nection with jack and plug equipment 
in place in residences, to conform to 
recent government restrictions on such 
cases. Granted without a hearing. 

December 7: Hearing on ——- 
of the Lincoln Telephone & Telegraph 
Co. for authority to eliminate the 50- 


cent charge added to the individual line 
residence rate for the first two trunks 
and to establish a rate of 50 cents per 
month for residence private branch ex- 
change stations. Found reasonable and 
granted as asked. 


Wisconsin Public Service Commission 

December 6: Hearing on application 
of Coon Valley Farmers Telephone Co, 
for authority to increase rates. 


December 9: Hearing on application 
of Arnold Telephone Co. for authority 
to abandon and remove certain tele- 
phone lines in the towns of Marshall 
and Willard, Rusk county, and Hol- 
combe, Chippewa county. 


December 9: Hearing at Madison on 
application of Farmer’s Union Tele- 
phone Co. for authority to increase 
charges for extension telephones in the 
villages of Cross Plains and Middleton. 
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Bell System Offers Courses 
In Nutrition to Employes 

Eating the right food makes a big 
difference, particularly in these war- 
times. It is possibly the difference be- 
tween victory and defeat, or between 
strong and healthy workers and under- 
nourished and inefficient ones. Spread- 
ing the knowledge of nutrition and food 
values helps to solve rationing problems 
and to become vitally inmportant to the 
nation. 

With these thoughts in mind the 
“Food Makes a Difference” educational 
program recently launched among Bell 
Telephone System women employes 
throughout New York state, as well as 
throughout the nation, is making con- 
siderable progress. 

Already several hundred of the 
women employes of the New York Tele- 
phone Co. have participated in the nu- 
trition classes given after working 
hours. Throughout the Bell System 
some 10,000 have been instructed in 
similar classes. 


The medical director of the New 
York company, in charge of the pro- 
gramin his territory, and the medical 
and personnel officials sponsoring the 
course in other Bell companies report, 
however, that the work so far repre- 
sents “only a beginning.” Many of 
those trained have become teachers who 
will continue the work on a much 
larger scale this fall and winter. 


Instruction consists of six weekly 
one-and-a-half-hour lessons dealing 
with the fundamentals of nutrition in 
a practical way. It specifically deals 
with proper choice of foods, wartime 
rationing, and food alternates, and 
special consideration of each individual 
and her own nutritional needs. How- 
ever, in applying these lessons in the 
homes of the telephone women and pos- 
sibly in the homes of others, many 
more thousands will be aided in solving 
their food problems. 
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Messenger Boy 
Makes Good 


(Continued from page 9) 
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nine consecutive years, and still holds 
that position concurrently with his lead- 
ership of the national group. When Cali- 
fornia established the first and largest 
chapter of the Independent Pioneer 
Telephone Association in June, 1941, 
Mason was installed as president of 
the chapter and he later became vice 
president of the national Pioneer asso- 
ciation. 

On the social side, Mason has always 
been most gregarious. He has never 
cared particularly what he was doing 
for recreation as long as he had friends 
around to engage in small talk. He is a 
firm believer in personal participation 
in sports—thinks that America is los- 
ing a great deal of fun and healthful 
exercise by its steady tendency in re- 
cent years towards the sidelines and 
grandstands. Not that Mason has any- 
thing against professional baseball or 
football as such. But he points out 
that 20,000 or 30,000 people can’t get 
very much exercise for themselves by 
paying an admission to watch a hand- 
ful of professionals play out a contest. 

He practices what he preaches, too. 
As a young man he was quite a hand 
at tennis, handball, hiking, pitching 
horseshoes, and what not. With the 
advent of more mature years, he has 
had to confine his outdoor activities to 
the golf course. 

His indoor obsession is gin rummy, 
in which he recognizes no peer—his 
specialty being gins and blitzes. He 
plays a smart game of Kelly pool, and 
is perfectly willing to get up out of 
bed in the middle of the night to dis- 
cuss the beauties of California. 
though his enthusiasm for California 
would delight the most fervid local 
chamber of commerce man, Mason is 
not above enjoying a joke at the ex- 
pense of his beloved state and even 
telling one occasionally. Several years 
ago he was sounding off about the 
marvels of the place to several eastern 
friends when one of them interrupted 
him in mid-flight through a flowery 
passage. 

“Do you mean to say,” said the 
easterner sniffing, “‘that the sun ac- 
tually shines 365 days out of the year 
in Southern California?” 

With a perfectly straight face and 
without batting an eye, Mason an- 
nounced solemnly: “Yes, sir. And let 
me tell you that’s a mighty conserva- 
tive estimate, at that!” 

About 28 years ago, Mason met a 
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...pecause he used Amertel 





This typical American expression of 
finality describes exactly how tele- 
phone men feel when they string 
Amertel wire. They know that sound 
engineering and lasting construction 
calls for the very qualities offered 
by Amertel wire or Amerstrand steel 
strand. 


This is true regardless of weather 
and local conditions for there’s an 
Amertel wire for the longest span or 
the shortest span . . . for the heavy 
loading zone and the light loading zone. 


And, right now this extra strength 
and quality that’s in every inch of 
every type of Amertel is more impor- 
tant than ever. It helps do away with 
repairs, replacements and service calls. 
Because it does it helps save steel, 
machinery, manpower and rubber. 
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Milwaukee girl in Los Angeles by the 
name of Hazel Owen. After a rela- 
tively brief reconnaissance, he decided 
she was for him, and with his custom- 
ary perseverance sweet-talked her into 
the deal—the marriage taking place in 
Los Angeles. They have one child, a 
daughter, Mrs. William L. Summers, 
the wife of a Seabee at Camp Peary, 
Va. Mrs. Summers lives near her hus- 
band at Williamsburg, Va. 


On the personal 
above all, an easy person to have 
around the place. His fame as a 
thoughtful host, dispensing generous, 
spontaneous, and apparently effortless 
hospitality has spread all the way to 
the eastern seaboard. He is neither 
the lawyer nor politician type—mean- 
ing by that, that he is neither argu- 
mentatively opinionated, nor uncomfor- 
tably suave. If there is any subtlety 
in the man at all, it must lie, strangely 
enough, in the disarming simplicity of 
his speech and approach. Mason always 
talks man to man. He gives you the 
impression of always coming right to 
the point and laying his cards on the 
table. To use the biblical description, 
“A Galilean in whom there is no guile” 
—not noticeable, at least. 


side, Mason is, 


It is precisely because he does avoid 
heavy or heated argument and what 
might be called “high-hat’’ conversa- 
tion that it is pretty hard to find out 
just what Charlie Mason thinks we 
must all do to be saved, or what’s 
wrong with the government, business, 
morals of the younger generation, etc. 
His is a philosophy of contentment and 
quiet optimisn which eschews the torch 
of the zealot as well as the thunderings 
of the prophets of doom. 

Probably it is because he has lived 
a long life in relatively few years and 
has seen with his own eyes an empire 
born and developed on his beloved 
West Coast that Charlie Mason has de- 
veloped an abiding faith in the future 
of the American way of life. He re- 
gards with mild, but patient, cynicism 
the bumptious do-gooders who make 
most of us continually nervous with 
their shrill warnings that America is 
in a bad state. He refuses to believe 
that his America has to be dragged 
back by the shirt tail every few yards 
from the brink of destruction by any 
such self-appointed guardians. He has 
noticed that despite the continuous and 
perennial alarms that “‘America is at 
the crossroads,” the so-called crisis al- 
ways passes, and everything generally 
comes out all right. In other words, 
the “desperately” critical era generally 
turns out to be something like a Man- 
hattan actress’ southern accent. If you 
don’t notice it long enough, it just goes 
away, all by itself. 

This, he thinks, is due mostly to the 





FG 
STATEMENT OF 
INTERPRETATION 

In his column for TELEPH.- 
ONY of November 27, Francis X. 
Welch stated that the pending tax 
bill provides that “all new excise 
taxes, including the tax on the 
telephone subscriber, will expire 
automatically after the war.” By 
Mr. Welch 
meant only the additional tax in- 
creases on local exchange bills 
and toll calls. However, the state- 
ment might be erroneously inter- 
preted as meaning that all excise 
taxes on the telephone user, in- 


6“. . ory 
new excise taxes 


cluding the present 10 per cent 
on monthly bills, would expire 
automatically after the war. Such 
is not the case. The prevailing 
taxes on the telephone user will 
remain in effect after the war un- 
der the terms of the pending tax 
bill—only the proposed increase 


would be cancelled. 











inherent sense of Americans 
and their traditions of free enterprise 
and individual liberties. As long as 
these are safeguarded, Mason just re- 
fuses to get very much upset about 
anything. 


common 





Answers to 
Technical Test 


(Continued from page 10) 





cut-off relay and common battery man- 
ual board is generally connected to the 
sleeve of the answering and calling 
cords and disconnects the line relay 
from the subscriber’s line circuit when 
the cord is inserted in an answering 
jack. This is necessary in order to 
keep the line balanced and reduce any 
transition impairment that would other- 
wise result from the line relay. It 
also serves to disconnect the line lamp. 

(14) Best 


lightning at the junction of cable (un- 


cable protection from 
protected terminal and separate pro- 
tector) and open wire is obtained when 
the protector ground strip is connected 
to: 

(a) The cable sheath. It was de- 
termined by extensive tests some years 
ago that maximum lightning protec- 
tion resulted from connection of the 
ground strip of a protector to the cable 
sheath. This is based on the theory 
that a lightning charge induced on an 
open wire pair and which enters a cable 
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will be much less likely to puncture 
the insulation of a cable pair if the 
cable pair and the sheath surrounding 
it are maintained at the same potential. 
Inasmuch as the open space cut-out 
breaks down at between 300 and 700 
volts, it will be seen that the potential 
difference between the sheath and ca- 
ble pair is reduced to this value. If the 
ground strip is connected only to 
ground and not to the cable sheath, 
differences of potential as high as 
15,000 or 20,000 volts may exist be- 
tween a cable pair and the sheath due 
to the possible high impedance (from a 
lightning standpoint) in the path to 
ground. 

(15) 
series are capable of delivering, as com- 
pared to two dry cells: 

(a) Three times as much voltage 
at the same current capacity as would 
a single dry cell. 

(16) A telephone company has a 
composite depreciation 
cent. This is: 

(b) Higher than normal. The nor- 
mal depreciation rate for telephone 
companies is usually less than 5 per 
cent and as a rule between 3 per cent 
and 4 per cent. 


Three dry cells connected in 


rate of 9 per 


Vv 


Associated Public Utilities 
Redeems Bonds 

The Standard Public Service Corp., 
subsidiary of the Associated Public 
Utilities Corp., Columbus, Ohio, re- 
cently called for redemption of $2,- 
006,000 in bonds represented by two 
series, one of which will be redeemed 
December 1, it was announced Novem- 
ber 12 by Rupert E. Shotts, president 
of the parent organization and the 
bond-calling subsidiary. 
Shotts an- 


In addition, President 


nounced that the parent organization’s* 


subsidiary, the Delaware River Water 
Co. of Beverly, N. J., has been sold to 
the Northeastern Water & Electric 
Corp. of New York City. 

It also was announced by President 
Shotts that the Ohio Standard Tele- 
phone Co. has sold an issue of $1,- 
350,000 of 34% per cent bonds to a large 
insurance company. 


Vv 


District Jobs of Lincoln T.&T. 
Divided to Aid Service 

For the remainder of the war emer- 
gency, district supervision of the Lin- 
coln (Neb.) Telephone & Telegraph 
Co. has undergone the following 
changes, effective November 16, due to 
increased traffic in the western district: 

J. S. Jackson, general commercial 
department, Lincoln, assumed supervi- 
sion of all western district commercial 
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and plant activities with the title of 
acting district manager, with headquar- 
ters at Hastings. 

District Manager L. P. Young as- 
sumed the title of acting district traf- 
fic manager, and he will devote his en- 
tire time to traffic technical and per- 
sonnel problems in connection with 
war activities in the western district. 
He will continue to make his headquar- 
ters in Hastings. 


- ww 


Service Resumed in Ohio City 
After Two-Week Shut-Off 

Telephone service was restored De- 
cember 7 in 235 state-owned liquor 
stores in Columbus, Ohio, after service 
had been eliminated for two weeks be- 
cause the stores had been swamped 
with calls from people asking about 
the status of liquor supplies. 

The third day of Ohio’s 
period for liquor purchases (under 
rationing) found long lines of cus- 
tomers waiting to buy their share of 
holiday spirits, and, as supplies were 
low, some found it expedient to call a 
number of state liquor stores. Liquor 
Director Don Fisher ordered the tele- 
phone numbers of the state liquor 
stores changed from public to private 
listings because, he said, registrants 
were swamping the stores with calls 
and to protect the normal buyer from 
abuses by stooge buyers, bootleggers 
and others, who were using the tele- 
phone to determine truck schedules, 
arrival of merchandise, and brands 
listed for sale. 


seventh 


The secret telephone numbers finally 
were made public and it was later an- 
nounced that the former numbers 
would be listed in telephone directories, 
if such numbers had not already been 
re-assigned by the telephone company, 
Mr. Fisher said. 


Vv 


Michigan Bell Board Elects 
New Vice-President 

Earl M. Gladden, general commer- 
cial manager of the Michigan Bell 
Telephone Co. for 24 years, recently 
was elected vice-president of the com- 
pany at a directors’ meeting. Ben R. 
Marsh, assistant vice-president, who 
has been with the Michigan Bell more 
than 35 years, succeeds Mr. Gladden 
as general commercial manager. 

The newly-elected officer, a native of 
Fowlerville, Mich., was graduated from 
the University of Michigan with a de- 
gree in electrical engineering and en- 
tered the Bell Telephone System at 
Minneapolis, Minn., in 1906. He was 
with the New York Telephone Co. for 
a time and was transferred to the 
Michigan company in 1919. 


Southwestern Company 
To Rebuild Five Rural Lines 

An experiment to determine whether 
rural line service can be extended more 
widely at reasonable rates, with a fair 
return on the investment, is being 
made by the Southwestern Associated 
Telephone Co., Lubbock, Tex., which 
also operates 28 exchanges in Okla- 
homa. 

C. R. Hurmence, general commercial 
superintendent of the company at Lub- 
bock, stated that his company is finish- 
ing the installation of poles in the 
process of completely rebuilding five 
rural lines out of Post, Tex., a town 
with an exchange owned by the South- 
western company. 

The experiment lies chiefly in reduc- 
tion of the number of poles to the mile 
from the old standard of about 30 to 
an average of 17 or 18. All five lines 
will be strung with No. 12 iron wire 
and they will be metallicized. These will 
replace old grounded wire lines. 

Monthly rates to about 50 subscribers 
on these lines will be increased 50 cents 
per month for party service from $2.00 
to $2.50 per month for rural party serv- 
ice and from $3.00 to $3.50 per month 
for rural business service. 


Vv 


Resigns USITA Post 

G. T. EuLuis of Santa Monica, Calif., 
chairman of the Accounting Committee 
of the United States Independent Tele- 
phone Association, recently resigned 
from that office because of the heavy 
pressure of other duties. He will con- 
tinue as a member of the committee, 
however. C. D. D’Aoust of Madison, 
Wis., has been appointed to succeed him 
as chairman. 


Vv 


Storms Cost $146,000 

The Northwestern Bell Telephone 
Co. reports total damages of $146,000 
resulting from storms in Nebraska and 
Minnesota in November. At the peak, 
940 town stations and 2,430 rural sta- 
tions were out of service, restoration 
taking from six to eight days because 
of scarcity of skilled workmen. Four- 


teen long distance lines were out of 
service temporarily. 


Schedules 1944 Convention 

At the regular quarterly meeting 
of the directors of the Pennsylvania 
Independent Telephone Association held 
on October 28, it was decided to have 
the Berkshire Hotel in Reading, Pa. as 
the site of the 1944 annual convention, 
scheduled to take place Thursday and 
Friday, May 18 and 19. 
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300-foot Spans of 
Crapo HTL-135 Line Wire 
in Heavy Loading District 


LONGER SPANS 
STRONGER SPANS 


YOU can conserve time and materials, reduce 
maintenance, improve service by specifying 
Crapo High-Tensile, Low-Resistance Line Wire 
for both new and replacement work. 


Longer, stronger spans made possible by these 
high-strength wires cut down the number of 
pole structures required, save man-hours in 
building and in maintenance. 


Crapo HTL-85 permits spans of 225 feet in 
heavy loading to 375 feet in light loading dis- 
tricts; provides stronger spans on existing lines. 
Crapo HTL-135 makes possible spans of 350 
feet in heavy loading to 500 feet in light 
loading districts. Both possess transmission 
qualities superior to those of standard B. B. 
wire. 


Valuable technical data and con- 

struction practice information will be 

forwarded on request. Ask for Bul- 
letins No. 201 and No. 202! 


Distributed by: 


STROMBERG-CARLSON 
COMPANY 


Factory and General Offices: 
Rochester 3, N. Y., U. S.A. 


Branch Offices: 


Chicago Kansas City San Francisco Toronto 
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Harry Eldridge, Friend of 
The Employe, Dies 

The telephone field has lost a true 
humanitarian in the death December 4 
of Harry E. Eldridge, retired execu- 


| tive of the Illinois Bell Telephone Co., 
| who has been kept inactive the last 


three years because of a heart condition 
that finally resulted in his death at the 
age of 56. When he retired from the 
Illinois Bell in 1940, because of ill 
health, he had earned a reputation for 
his interest and development in what 
might be called human engineering or 
the human side of the telephone busi- 
ness. He possessed a sympathetic under- 
standing of human nature and a sincere 
desire to maintain a happy attitude 


| among employes. 


A fellow-worker recently said: “I 
always remember Mr. Eldridge as a 
man who had limitless faith in his 
fellow human beings. He was keenly 
interested in the welfare and progress 
of the people who worked for him, and 
was one of the most unselfish men I’ve 
ever known.” 

This tribute is a reflection of the 
character of Mr. Eldridge who was 
thoroughly convinced that good super- 
vision inspires good morale and that 
good service inevitably follows. He 
worked unceasingly for the advance- 
ment of those who were associated with 
him. Willingly he took into his depart- 
ment people whom others considered 
difficult to work with. He would strive 
to develop those individuals, spending 
a great deal of time and effort in in- 
spiring them to do bigger and finer 
things. This qualification was of great 
importance in enabling him to rise to 
the responsible position he held when 
he retired. 

A number of his articles on such sub- 
jects as “public relations,” “morale,” 
and “keeping up interest in the work” 
were published from time to time in 
TELEPHONY. One article in particular, 
entitled “Proper Supervision Develops 
Good Employe Morale,” appeared first 
in TELEPHONY in August, 1925, and con- 
tained so much valuable material that 
it was reprinted in part in the Septem- 
ber 14, 1940 issue. 

Mr. Eldridge was also well known 
for the talks he gave on the above sub- 
jects before various business men’s or- 
ganizations throughout the years. 

He started with the old Chicago Tele- 
phone Co. (now the Illinois Bell) in 
1907 as a service inspector, advancing 
steadily until in 1912 he was made 
assistant manager at the Harrison and 
Main offices in Chicago. Shortly after 
this, he was appointed district traffic 
chief at Waukegan, and later became a 
traffic supervisor in the Evanston-Wau- 
kegan, Oak Park-LaGrange and Joliet- 
Aurora districts. 





HARRY E. ELDRIDGE 


Returning to a Chicago post in 1919, 
he continued to advance until in 1924 
he was appointed division commercial 
manager of the suburban division of 
the entire company. This responsible 
post he held for 16 years, until in Sep- 
tember, 1940, illness forced him to re- 
tire after 33 successful years of tele- 
phone service. 

The contributions Mr. Eldridge made 
to the progress of telephony in Chicago- 
land are recorded in telephone annals, 
but the greater contributions he made 
to the human happiness of the individ- 
uals around him will be remembered 
throughout the lifetime of most of the 
telephone people with whom he associ- 
ated. 


Actively participating in the rapid 
telephone development of Chicago’s 
great suburban area since the turn of 
the century, his first concern was al- 
‘ways the welfare of his fellowmen. The 
spirit of service in the telephone field 
found a deep and personal expression 
in the life of Harry Eldridge. 


His friends and colleagues at the IIli- 
nois Bell have missed Mr. Eldridge 
since his retirement, and deeply regret 
his death as do his many other friends 
throughout the telephone field. 


For many years he had been a mem- 
ber of the Executive’s Club of Chicago. 
He was also a member of the Telephone 
Pioneers of America. 


Mr. Eldridge is survived by his 
widow, Helen Sullivan Eldridge, and by 
two daughters, Mrs. Thomas V. John- 
son of San Francisco, and Marylin 
Clara, who is now attending the Uni- 
versity of Illinois. Also surviving are 
four sisters and three brothers: Mrs. 
C. C. Warner, Mrs. Roy Fance, Hazel, 
Alice C., Frank L., Neal B., and Mer- 
ritt F. Eldridge. 
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United Telephone Co. 
Formed in Oklahoma 

Seven Oklahoma telephone exchanges 
and their lines, owned partially or 
wholly by James Thompson of Musko- 
gee, Okla., will be operated after Janu- 
ary 1, under the name of “The United 
Telephone Co.” 

The exchanges are located at Skia- 
took, Sperry, Collinsville, Owasso, Co- 
weta, Porter and Haskell. Joe M. Nel- 
son of Skiatook is a joint owner with 
Mr. Thompson in some of these ex- 
changes. 


Vv 


Captain Eaby Arrives 
Safely In England 

Capt. David R. Eaby, son of C. E. 
Eaby, manager of the Denver & 
Ephrata Telephone & Telegraph Co., 
Ephrata, Pa., recently notified his 
father of his safe arrival in England. 
He is a member of the U. S. Signal 
Corps. 

According to a letter received by 
Mr. Eaby, Captain Eaby arrived in 
England sometime in the middle of 
November. He had been stationed in 
the Middle East during the past year. 


Vv 


Air Cadet Killed in 
Texas Plane Crash 

Army Aviation Cadet Donald O’Neill 
Williams, formerly associated with the 
American Telephone & Telegraph Co. 


at Charlotte, N. C., was killed recently | 


in a plane crash at Greenville, Texas. 

Survivors include a brother, Reid A. 
Williams, who is connected with the 
Southern Bell Telephone & Telegraph 
Co. at Charlotte. 


Vv 
Agee Member of Civic Group 


JOHN H. AGEE, general manager of 
the Lincoln (Neb.) Telephone & Tele- 
graph Co., recently was named a mem- 
ber of a committee of 14 men and 
women of Lincoln to study the feasi- 
bility of creating a city council health 
unit authorized by a recent act of the 
legislature, and to present the mechan- 
ics for some concrete plan of procedure 
if found feasible. 


Vv 


Believes Oil Is Near 

Otto W. Fuerst, Scottsbluff, Neb., 
president of the Nebraska Telephone 
Association and general manager of 
the Platte Valley Telephone Corp., is on 
the way to becoming a substantial pro- 
ducer of oil. Strong indications of oil 
have been encountered in a well being 
sunk near Scottsbluff by the Fuerst 
Oil Co., and drilling is continuing. 
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Operations have extended over a num- 
ber of months, stopping now and then 
until Mr. Fuerst could rally the flag- 
ging spirits of his associates. The well 
is 3,075 feet deep. 


Vv 


Government Agencies Surrender 
23,571 Telephones to War Users 

A total of 23,571 telephones, 220 tele- 
typewriters, and three teleprinters has 
been surrendered by government agen- 
cies for use in war plants or by war 
workers as the result of an appeal to 
federal departments made by the Board 
of War Communications last June, 
James L. Fly, chairman of the board, 
announced November 16. In addition, 
approximately 1,000 government-owned 
telephones were turned over by the 
agencies for use in essential war work. 

“This represents a substantial reduc- 
tion in the number of telephones avail- 
able for use by employes of the govern- 
ment. 

“The board is extremely gratified at 
this contribution of federal agencies to 
the war effort,” Chairman Fly said. 

The board’s appeal was made in an- 
ticipation of an acute shortage of tele- 
phone instruments during the latter 
part of this year. This shortage is due 
to the greatly increased demand for 











telephone service incident to the war 
and to the fact that essentially all pro- 
duction of telephone instruments was 
halted by the War Production Board 
last February to conserve critical mate- 
rials for more important war uses. 


Vv 


Voice Regained After 
Thirteen Years 

After a period of 13 silent years, 
John Molnar of Tucson, Ariz., has re- 
covered the use of his voice. An auto- 
mobile accident left the right side of 
his body paralyzed and he was able to 
speak in a rasping whisper only with 
great difficulty. 

Four years ago, doctors told him his 
vocal cords were paralyzed perma- 
nently. Recently, however, while at- 
tempting to telephone for a taxicab, he 
strained to make his whisper audible 
to the operator. Suddenly, a great burst 
of sound came from his throat and al- 
though he doesn’t know exactly how it 


happened, he can talk clearly and 
audibly now. 
Vv 
Telephone Office Burns 
The telephone office of the Reed 


Springs (Mo.) Telephone Co. was de- 
stroyed by fire on the night of Decem- 
ber 6. 
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955 STATION PROTECTOR 


The Reliable No. 955 and 955A Individual Station Pro- 
tectors offer extreme mounting simplicity and eliminate 
the need for asbestos mats. Connections are easily 
made. The No. 955's are equipped with Reliable Self- 
cleaning Sawtooth Discharge Blocks which ground static 
discharges without time lag. 
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device which 
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Fully Guaranteed. 
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Death Takes Fred Auxer, 
Head of National 

Fred P. Auxer, founder and presi- 
dent of the National Telephone Supply 
Co., Cleveland, Ohio, passed away 
Thanksgiving morning, November 25, 
after an illness of several weeks. He 
was 67 years old, and had become well 
known in the communication, electric 
light and power fields since founding 
his own company 42 years ago. 

In Mr. Auxer’s death, the telephone 
industry has lost one of its most out- 
standing men in the manufacturing 
field. All those who had the privilege 
of contacting him personally or in busi- 
ness will feel his loss. 

Mr. Auxer was born in Cleveland 
and received his education and early 
business training in that city which he 
always made his home. 

He has been one of Cleveland’s most 
prominent citizens, although in a very 
quiet way, for he was never ostenta- 
tious. In fact, he was known for his 
quiet and unassuming nature. 

Before organizing the National Tele- 
phone Supply Co., Mr. Auxer was em- 
ployed by McIntosh-Hunting Co. He 
started his own company in 1901 and 
had operated continuously since that 
time in the production of products for 
communication and power companies. 
From the inception of the business, Mr. 
Auxer insisted that anything produced 
by his company should be an honest 
product, honestly merchandised. 
Honesty and sincerity were two of the 
fundamental principles on which his 
business and social life were based. 

Practically every charitable or civic 
enterprise that was of real worth and 
value in the community received gener- 
ous contributions from Mr. Auxer, for 
he was always keenly interested in and 
ready to help his fellow man wherever 
and whenever he could. 

Not only was Mr. Auxer highly re- 
spected by all who knew him, but it is 
said that he was really loved by all his 
employes; that any man working for 
him stood ready at any time to do 
quickly and gladly anything Mr. Auxer 
asked—and “asked’ ’is the correct word 
for it was not his nature to command. 





Auxer 
“Fred was a mighty genuine fel- 
low, with his feet solidly on the ground. 
He was a top business executive, thor- 
oughly honest and conscientious in all 
his business dealings. He was eager to 
be of service to other people, a good 
employer, a fine family man and a sym- 
pathetic and decent gentleman ll 
around.” 


To quote one who knew Mr. 
well: 


He was a member of the Cleveland 
Athletic Club, the Cleveland Rotary 
Club, the Jesters, the Sojourners Club, 
the Advertising Club, and the City 
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It’s always a big crowd in chese war days. But the Long Distance operator keeps 
the calls moving quickly ualess they just get too many for the circuits. © If she 
says the circuits are busy, you can help by canceling your call if ic isn’t really 
important. But if you can’t cancel, the operator will request—"Please limit your 


call to § minutes.” It's the work of war we age trying to speed over the wires, 


Bach the Attach with War Bonds 


THE OHIO BELL @® TELEPHONE Co. 





This advertisement carried in local newspapers 
by the Ohio Bell Telephone Co. embodies excel- 
lent psychology in the most impressive manner— 
by picture. The original ad was spread in large 
size, 8x14 inches. Such portrayal of today's 
wartime crowd on the telephone lines should 
attract instantly the attention of the telephone- 
using public and impress upon everyone that 
such communication service is heavily-taxed in 
trying to complete war calis and meet the 
public's demand for service. 


Club, and belonged to the National 
Manufacturers Association. He was a 
32nd degree Mason. Surviving are his 
widow, Mrs. Elizabeth Auxer; a daugh- 
ter, Mrs. Alice Watkins; two grand- 
children, and a _ sister, Mrs. Mabel 
Minor. 
VV 


Wisconsin Bell Names 
New Plant Manager 

Milton P. Naab, Milwaukee, Wis., 
assistant general plant manager of the 
Wisconsin Telephone Co., was ap- 
pointed general plant manager effec- 
tive December 1, succeeding Franklin 
J. Mayer, who retired after occupying 
that position since 1931. 

Mr. Naab entered the employment of 
the Wisconsin company in 1916 as a 
repairman at West Bend, his home 
town. On his return in 1919 from mili- 
tary service in the first World War, he 
resumed telephone work at South Mil- 
waukee in the capacity of installer- 
repairman. He enrolled at the Univer- 
sity of Wisconsin in 1920 and, follow- 
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ing graduation in 1924 with a B.S. de- 
gree in electrical engineering, he be- 
came toll maintenance supervisor for 
the company at Milwaukee. In 1928 he 
was appointed assistant general fore- 
man. In 1929 he was promoted to gen- 
eral foreman, became _ construction 
superintendent in 1936, and in the fol- 
lowing year general construction super- 
visor. In 1939 he was assigned to 
Appleton as district plant manager. 
He returned to Milwaukee July 1, 1943, 
as assistant general plant manager. 

Mr. Mayer’s retirement culminated a 
career of more than 44 years’ continu- 
ous telephone service begun in 1899 as 
a repairman in New York City for the 
New York-New Jersey Telephone Co. 
During the next six years he filled 
various assignments, including that of 
supervising wire chief. He entered the 
employment of the Wisconsin Tele- 
phone Co. in 1905, being appointed dis- 
trict manager at Madison. He was as- 
signed to Milwaukee in 1913 as district 
plant chief, became district plant 
superintendent in 1921 and district 
plant manager in 1929. He was pro- 
moted to the position of general plant 
manager in 1931. 











dependable 


Cedar Poles 
MICHIGAN POLE & TIE CO. 


NEWBERRY—GRAND RAPIDS 





MICHIGAN 


COMING TELEPHONE 
MEETINGS 


Minnesota Telephone Associa- 
tion, Radisson Hotel, Minneapolis, 
January 25, 26 and 27. 


Iowa Independent Telephone 
Association, Hotel Fort Des 
Moines, Des Moines, April 10 and 


11. 


Nebraska Telephone Association, 
Fontennelle Hotel, Omaha, April 
13 and 14. 


Illinois Telephone Association, 
Edgewater Beach Hotel, Chicago, 
April 18 and 19. 


Spring Executives’ Conference 
of the United States Independent 
Telephone Association, Edgewater 
Beach Hotel, Chicago, Ill, April 
20 and 21. 


Ohio Independent Telephone 
Association, Deshler-Wallick Hotel, 
Columbus, April 25 and 26. 


Indiana Telephone Association, 
Indianapolis, May 3 and 4. 


Pennsylvania Independent Tele- 
phone Association, Berkshire 


Hotel, Reading, May 18 and 19. 


New York State Telephone As- 
sociation, Syracuse Hotel, 


cuse, May 24 and 25. 


Syra- 

















POLES 
B. J. Carney & Co., 100 N. 7th St., 
Minneapolis, Minn.—Western red cedar 


poles. entrex Butt Treated or Plain. 














Cc. M. Christiansen Co., Phelps, Wis.— 
Northern White Cedar Poles, plain or 
butt treated. Quotations on request. 








international Creosoting and Construc- 
tlon Co., Galveston, Texas.—Creosoted 
Southern Yellow Pine Poles. Plants: 
Beaumont and Texarkana, Texas. 








MacGlililis & Gibbs Company, Milwau- 
kee, Wis.—Northern White and Western 
Red Cedar Poles. Plain or butt-treated. 
Immediate quotations on request. 








T. M. Partridge Lumber Co., Minne- 
apolis, Minn.—Northern White— Western 
Red Cedar Poles. Plain or butt-treated. 








Pensacola Creosoting Company, Pen- 
sacola, Fla. — Creosoted Southern Pine 
Poles of Superior Long Leaf Quality. 








Valentine Clark Corporation, 2516 Dos- 
well Ave., St. Paul, Minn.—Finished 
Cedar Poles. Plain or butt-treated. 











DECEMBER 18, 1943 











Are MANPOWER 
Troubles Cutting Your 
Directory Adv. Sales? 


* We have the MANPOWER, the EX- 
PERIENCED ORGANIZATION to take 
over your Telephone Directory Adver- 
tising, handle all details and produce 
MORE NET revenue [all costs con- 
sidered). 


Write or call 
et our expense. 


LOOMIS ADVERTISING CO. 


408 OLIVE STREET, ST. LOUIS, MO. 
New York Life Building, 20 W. Ninth St., 
Kansas City, Missouri 
Citizens Trust Bidg., Fort Wayne, Ind. 
135 Se. Second Street, Philadeiphia, Pa. 


Resigns as Manager of 
Kansas Company 

H. E. Toews recently resigned as 
manager of the Inman (Kan.) Mutual 
Telephone Co., and W. D. Kornelsen 
has been employed as his successor. 
Mr. Toews has been with the Inman 
company since April 10, 1910, except 
for one year when he was in the hard- 
ware business. Mr. Toews started in 
the telephone business when it was still 
in the pioneering stage. He has served 
the company efficiently through all 
these years. 

Mr. Kornelsen took up his duties as 
manager of the company on Novem- 
ber 1. 

VV 


Heads Philanthropic Group 

A. A. LOWMAN, former president of 
the Northwestern Bell Telephone Co., 
is heading a committee of Omaha 
(Neb.) citizens interested in the build- 
ing and operation of a children’s hospi- 
tal, and now is engaged in soliciting 
funds for the project. Mr. Lowman has 
been named chairman of the board of 





ATLANTIC 
Creosoting Co., inc., 17 Battery Pi., N. Y. C. 
Creosoted Pine Poles 
Crossarms . . Conduit 
PLANTS ANB OFFICES: 

New Orleans, La. Jackson, Tenn. . Mass. 

Winnfield, La. Louisville, Miss. New vere, N.Y. 

Norfolk, Va. Savannah, Ga. Philadelphia, Pa. 
Annapolis, Md. Chicago, III. 








Frank F. Fowle & Co. 


Electrical and Mechanical 
ENGINEERS 


35 East Wacker Drive CHICAGO 








ACCOUNTING 


HERDRICH and BOGGS 
Certified Public Accountants 
803 Electric Buliding 
INDIANAPOLIS, IND. 











J. W. WOPAT 


Consulting Engineer 
Telephone Engineering 
Construction Supervision 
Appraisals— Financial 
Bate Investigations 
1510 Lincoin Bank Tower Fort Wayne, ind. 








J. G. WRAY & CO. 


TELEPHONE ENGINEERS 
Specialists in Appraisals, Rate Surveys, 
Financial Investigations, Organization, 
and Operation of Telephone Companies 

$324 Bankers Bidg., Chicago 
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Classified Section 


Rates 10 cents per word payable in advance. 
Minimum charge $2.00 for 20 words or less. 








HELP WANTED 


WANTED: Telephone Accountant— 
qualified to supervise all — of tele- 
phone accounting for Class A com- 
panies. Give full information as to age, 
experience, draft status, etc. Attach 
small photograph. Write Telephone 
Services, Inc., 16th Floor, Lincoln 
Tower, Fort Wayne, Indiana. 








COMMUNICATION WIRE CHIEF 
WANTED: The Tennessee Valley Au- 
thority has open a position for Com- 
munication Wire Chief at an annual 
entrance salary of $2300 based on a 
40-hour week. This position now sched- 
uled for a 48-hour week and carries 
a salary of $2798 per annum. An in- 
crease to the standard rate of $3163 
(48-hour workweek) is given after a 
minimum of one year of satisfactory 
service. 

The duties will involve testing, co- 
ordination of trouble, and maintenance 


wire carrier, and .power line carrier 
communication equipment. Applicants 


should have high school education and | 


several years’ experience in testing and 
locating trouble on communication cir- 


cuits by D.C. and A.C. electrical meas- | 


urements. 


Candidates interested in this or other 
communication positions should write 
requesting an application form. Per- 
sons now employed on other war work 
should not apply. Address all com- 
munications to the Personnel Depart- 
ment, Tennessee Valley Authority, 
Knoxville, Tennessee. 


HELP WANTED 
WANTED: Combination man or 
general repairman for C.B. plant of 
approximately 600 stations, located in 
northern Louisiana. Must be capable. 
Permanent position. State age, expe- 
rience and salary expected in first 
letter. Write Box 2028 c/o Telephony. 


WANTED: A man to take care of a 
telephone plant at Greenup, Illinois, at 
once. Reasonable work and reasonable 
wages. 257 telephones to look after. 
Write Greenup Telephone Company, 
Greenup, Illinois. 








WANTED 





WANTED AT ONCE: To LEASE | 


with an OPTION to BUY a Telephone 
Plant 450 to 800 Subscribers. Prefer 


Iowa, Illinois, or Wisconsin. Submit In- | 


come Statement with first letter. Write 


roubl ; n | Box No. 2033, c/o TELEPHONY. 
of records on wire lines, wire terminals, | 





| and 


POSTION WANTED 





POSITION WANTED: Experienced | 


development engineer desires position, 
will originate new projects of definite 


value. Past record includes large num- | 
| ber of patents. Write Box No. 2030, c/o | 
| TELEPHONY. 


POSITION WANTED: 
place a dial switchman in a permanent 
responsible position? Classified 
3AH. Experienced—Bell System 16 yrs. 


Desire dry mild climate. Write Box No. 


2032, c/o TELEPHONY. 





11 WALL TYPE 





PAY STATIONS 


AS ARE 
COMPLETE 
AND TESTED 
READY FOR 
SERVICE 
DESK AND WALL 
TYPES 


7—11—11A—14—18—20—23A-B-C- AND D 
ALSO IN STOCK—NEW No. 11 AND No. 14 


| BUCKEYE TELEPHONE and SUPPLY COMPANY 


COLUMBUS 


23A DESK TYPE 


16, OHIO 








Can ~ you 


trustees for the hospital, for which over 
$200,000 has already been pledged. 
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Uses Same Telephone for 
Past Thirty Years 

When Mrs. Ruby Biggs moved ip 
October from her home into rooms jn 
the Odd Fellow Building in Anita, Iowa, 
she moved with her the same telephone 
which she had when she started housge- 
keeping 30 years ago. 

Every time Mrs. Biggs has moved in 
the past 30 years, she has requested 
that she have the same telephone and 
each time the lineman has seen to it 
that the old telephone is installed in 
her new home. 


Even the prospects of a new tele 
phone (providing one could be obtained 
now) would not cause Mrs. Biggs to 
discard the one she has used during 
the past three decades. 





FOR SALE 


FOR SALE. One—Cook S-6-51 pair 
Cable terminal. Like new. Lightning 
arresters are true gap-discharge. i 
$30.00. Write: N. N. Spillett, 

The Brooklyn Mutual Telephone x ~ 
Brooklyn, Iowa. 








FOR SAL E: “Telephone exchange in 
Midwestern State, 150 subscribers, 
good rates. Underground cable in town, 
excellent opportunity for growth, cut- 
ting down territory on account of help 
shortage. Write Box 2031, c/o TELEPH- 
ONY. 


e DIRECTORY PRINTING 


With specialized attention to Direc- 
tories for Companies in 10 States — 
with room for more. Please write 


E. W. STEPHENS CO., Columbia, Mo. 








BARTLETT No. 1-WE 
Combination ream & Saw 


AILABLE 
on. PRIORITIES. 
Two complete 
. . « longest section 
48 in. . . . EASILY 
CARRIED IN SMALL 
Cae OR MOTOR- 


30 
48 in. Section 
48 in. Section 

Total Weight 7 ths. 
This combination can 
be quickly and easily 
assembled to make 
either of these two tools: 
| Heavy Duty 


Tree Trim- 
1%” capacity) 
we on te 

1 Fast-cutting 


tion 


Section 


No. |-WE Pruner Head 
No. 44-WE Saw Head Sec 














intermediate Extra Section 


Bottom Extra Section 


tions to make the nec- | 
essary | h. 


Write for free catalog today. 


BARTLETT MFG. CO., 3051 E. Grand Bivd. © 
DETROIT, MICH. : 
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